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TWENTY- SEVENTH  ANNUAL  MEETING 


OF  THE 

CONTRIBUTORS. 

At  a  meeting  of  the  Contributors  to  the  Hosoital  o: 
the  Protestant  Episcopal  Church  ixi  Philadelphia,  held 
Tuesday.  January  7th.  1S79  pursuant  to  the  charter  at 
the  office,  70S  Walnut  Street.  George  C.  Morris.  Esc 
was  called  to  the  chair  and  the  Rev  John  A  CEdas 
D.  D..  was  appointed  Secretary 

The  Report  of  the  Board  of  Managers,  together  with 
the  Annual  Statements  and  Accounts  was  then  pre¬ 
sented.  when,  on  motion  it  was 

Rescfr'J.  That  the  Report  and  accompanying-  Statements 
and  Accounts  be  referred  to  the  Board  of  Managers  for  pub¬ 
lication  at  their  discretion. 

The  following  amendments  to  the  charter  proposed 
and  submitted  by  a  Committee  of  hie  Board  of  Mana¬ 
gers.  were  then  received  and  adoDted,  viz : 

To  amend  the  paragraph  of  Art.  IV  of  the  Charter 
which  reads  as  follows — 

"  The  Board  of  Managers  shall  appoint  at  them  drst  meet- 

a  Treasurer.  Secretary  and  ether  necessary  careers.  Provided. 
howe\ er,  lP..-.  .tc  . re. ~ ~ ^ _ n.t  r—  me  01  their  c 1  n 

body. 

Bv  str.u.ng  cut  sum  proviso. 
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Also  to  amend  the  first  sentence  of  Art.  IX,  of 
Government,  which  reads, 

“  The  government  of  the  Institution  shall  be  vested  in  a 
Board  of  Managers,  consisting  of  twenty-four  persons,  Com¬ 
municants  of  the  Protestant  Episcopal  Church  in  Philadelphia, 
one-third  of  whom  shall  be  Clergymen  in  addition  to  the 
Bishop  of  the  Diocese,  if  there  be  one,  who  shall  be  ex-officio 
President  of  the  Board.” 

So  as  to  read — 

The  government  of  the  Institution  shall  be  vested  in  a 
Board  of  Managers,  consisting  of  the  Bishop  of  the  Diocese, 
if  there  be  one,  who  shall  be  ex-officio  President  of  the  Board, 
the  Treasurer  of  the  Board,  and  twenty-four  persons,  Com¬ 
municants  of  the  Protestant  Episcopal  Church  in  Philadelphia, 
eight  of  whom  shall  be  Clergymen.” 

The  following;  members  of  the  Board  were  re-elected 

o 

to  serve  for  three  years,  viz: 

Rev.  B.  Watson,  D.D.,  Mr.  B.  F.  Godfrey, 

Rev.  Thomas  F.  Davies,  D.D.,  Mr.  John  C.  Browne, 

Rev.  Eugene  A.  Hoffman,  D.D.,  Mr.  Charles  C.  Harrison. 

Joseph  A.  Clay,  Esq., 

There  being  one  vacancy,  the  following  were  nomi¬ 
nated  : 

Mr.  W.  C.  Houston,  Mr.  Oliver  Landreth, 

Mr.  Harry  Ingersoll,  Dr.  C.  E.  Cadwallader. 

The  Contributors  then  proceeded  to  ballot,  when 
Mr.  Oliver  Landreth  was  elected. 

On  motion,  adjourned. 


John  A.  Childs, 


Secretary. 


GEO.  C.  MORRIS, 

Chairman. 


ANNUAL  REPORT 


OF  THE 

MANAGERS  OF  THE  HOSPITAL 

OF  THE 


Protestant  Episcopal  Church  in  Philadelphia, 


JANUARY  7th,  1879. 


Notwithstanding  the  long  continued  business  depres¬ 
sion  of  the  country,  the  Hospital  has  been  Providen¬ 
tially  sustained  throughout  the  year  in  the  usual  activity 
and  without  embarrassment.  The  small  deficit  of  the 
previous  year  was  soon  much  more  than  made  up  by 
the  prompt  generosity  of  a  few  contributors  through 
the  exertions  of  a  collecting  committee,  appointed  for 
the  purpose  and  efficiently  assisted  by  the  Superin¬ 
tendent.  These  special  contributions,  in  advance  of 
the  usual  donations  and  legacies  of  the  year,  have  been 
supplemented  by  the  good  management  of  the  Super¬ 
intendent,  and  the  prices  of  the  times,  in  a  saving  of 
two  thousand  dollars  in  the  current  expenses  of  the 
year  above  those  of  the  previous  year. 

The  immediate  effect  of  this  double  gain  has  been 
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advantageous  in  lessening  the  extra  drain  upon  the 
resources  of  the  Hospital  arising  from  necessary  im¬ 
provements  and  repairs.  Some  of  these  requirements 
were  such  as  are  incidental  to  the  wear  and  tear  of 
every  large  building  in  active  use.  Others  were  for 
permanent  improvements  and  are  not  likely  to  occur 
again  for  many  years;  and  one  (for  the  pavement  of 
Filmore  street)  was  the  last  of  the  municipal  charges 
upon  the  Hospital  which  have  resulted  from  its  original 
suburban  position.  With  this  last  mentioned  payment, 
ends  the  liability  of  the  Institution  to  an  onerous  form 
of  taxation  which  has  amounted  in  the  course  of  the 
last  ten  years  to  several  thousand  dollars. 

There  is  much  to  be  grateful  for  in  this  encouraging 
commencement  of  the  second  quarter  of  a  century  of 
the  Hospital’s  career.  The  prospect,  nevertheless,  is 
not  sufficiently  cheering  to  relieve  the  Managers  from 
a  source  of  anxiety  to  which  they  desire  earnestly  and 
for  the  fourth  time  to  call  attention. 

Three  years  ago  they  had  the  pleasure  of  announc¬ 
ing  the  virtual  completion  of  the  Hospital  building  by 
the  construction  of  the  east  wing  and  corridor.  The 
arrangements  were  so  far  advanced  in  every  part  that 
very  little  work  at  any  time  would  prepare  the  new 
wards  for  either  temporary  or  permanent  use.  Some 
uncertainty  as  to  the  competence  of  the  heating  ar¬ 
rangements  interfered  more  or  less  with  personal  can¬ 
vassing  for  new  furniture,  and  the  funds,  which  were 
needed  for  the  proper  opening  of  the  new  wing.  But 


it  did  not  prevent  the  Annual  Report,  for  i  S 76,  from 
making  a  detailed  and  earnest  appeal  for  furniture  and 
for  increased  income  to  provide  for  the  prompt  estab¬ 
lishment  of  the  women  and  children  in  the  new  wards ; 
or,  failing  that,  to  transfer  the  inmates  of  all  the  old 
wards  of  the  west  wing  to  the  new  wards  in  the  east, 
at  least,  for  a  time.  This  appeal  was  seconded  by  the 
Contributors,  at  the  annual  meeting,  in  a  special  reso¬ 
lution.  Both  appeals  were  widely  circulated  in  the 
printed  report,  and  were  repeated  with  like  emphasis 
in  the  reports  for  1877  and  1878.  Even  the  tempo¬ 
rary  use  of  the  new  wing,  as  a  substitute  for  the  old, 
was  considered  very  desirable  as  the  best  means  of 
facilitating  the  repairs  and  renovation  which  every 
hospital  requires  after  so  many  years  of  continuous 
service.  But  much  more  desirable  was  the  permanent 
dedication  of  the  wing  to  the  purpose  for  which  alone 
it  was  planned,  built  and  paid  for — that,  for  which  ap¬ 
peal  after  appeal  had  been  made  in  quest  of  the  noble 
building  fund  which  was  collected  for  it — that,  of  a 
hospital,  really  entitled  to  the  name,  for  the  women  and 
children  for  whom  alone  it  was  intended. 

It  was  stated  in  the  report  for  1876,  that  the  increased 
cost  of  maintaining  in  operation  the  whole  house,  with 
the  women  and  children  in  their  proper  places  in  the 
new  wing,  would  be  comparatively  small  with  only  the 
present  number  of  the  female  patients  ;  but  that  the 
number  of  beds  in  the  new  wing  ought  to  be  greater 
than  it  has  been  in  the  women’s  ward  of  the  old  wing, 
in  proportion  to  the  increased  accommodations. 
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'Fhe  appeal  at  the  outset,  therefore,  was :  ist.  For 
increase  of  income  to  provide  without  delay  for  the  use 
of  both  wings  at  a  time  throughout  the  year  without 
increase  of  number.  2d.  For  the  means  of  treating  at 

o 

the  earliest  practical  date,  from  ten  to  twenty  additional 
patients  ;  and  3d.  For  the  furniture  required  for  the 
new  cases,  if  not  for  all. 

This  appeal  is  repeated  on  this  occasion,  the  Mana¬ 
gers  hope  for  the  last  time.  They  recognize  the  finan¬ 
cial  pressure  of  the  times  as  the  principal  reason  for 
their  failure  hitherto  to  find  such  response  as  would 
have  enabled  them  to  make  the  change  at  an  earlier 
date  without  incurring  debt.  They  look  forward  more 
hopefully  to  the  outflow,  from  the  better  business  pros¬ 
pects  of  the  coming  year,  among  the  old  friends  of  the 
Hospital ;  nor  will  they  be  satisfied  with  anything  less 
than  new  beds  as  well  as  new  wards,  and  a  larger  num¬ 
ber  of  grateful  patients. 

After  full  consideration  of  the  policy  and  the  proba¬ 
ble  cost,  they  finally  determined,  in  the  latter  part  of 
last  July,  to  make  the  first  move  by  transferring  all  the 
patients,  men,  women  and  children,  from  the  old  wing 
to  the  new,  keeping  each  class  of  ward  inmates  on  the 
floor  to  which  it  then  belonged.  This  transfer  was 
advantageous  in  itself  as  a  change  to  new  and  pleasant 
quarters,  at  the  same  time  that  it  was  making  a  careful 
trial  of  these  quarters  before  their  final  and  permanent 
dedication.  The  removal  was  effected  without  difficulty 
and  with  entire  success.  In  making  use  of  the  new 
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wing,  as  a  reserve  ward  during  repairs  and  renovation 
of  the  old,  it  must  not  be  supposed  that  there  was  the 
slightest  necessity  for  vacating  any  part  of  the  old  wing 
for  special  sanitary  purposes,  or,  except  on  general 
principles  and  for  convenience  in  permanent  alteration, 
rather  than  for  any  purpose  of  purification. 

No  epidemic  of  any  kind  or  which  could  be  attributed 
to  any  of  the  reputed  sources  of  infectious  disease,  has 
ever  prevailed  in  the  wards  of  this  Hospital;  nor  has 
any  such  disease  invaded  the  populous  manufacturing 
district  in  the  Hospital  vicinity.  During  the  fifteen 
years  of  use  of  the  wards  of  the  western  wing,  they 
have  been  filled  with  the  usual  average  of  cases  of 
disease  and  injury,  incident  to  a  general  hospital  in  the 
midst  of  railroads  and  workshops  and  manufactories 
of  the  busiest,  if  not  the  most  crowded,  portion  of  a 
metropolitan  city  ;  but  they  have  thus  far  escaped  the 
visitation  of  the  various  forms  of  pestilence  which  have 
given  a  name  of  terror  to  the  typical  large  city  hospital 
of  former  days.  This  Hospital  belongs  to  the  class  of 
small  hospitals,  notwithstanding  its  ample  dimensions, 
as  it  has  rarely  treated  more  than  one  hundred  and 
twenty  patients  at  a  time  and  cannot  aspire  to  a  higher 
average  than  two  hundred  and  fifty.  There  will  be 
little  reason  therefore  to  fear  the  development  of  in¬ 
fection  under  any  circumstances  in  its  well-ordered  and 
admirably  kept  wards.  It  is  the  part  of  wisdom,  never¬ 
theless,  to  be  ready  for  this  and  to  guard  against  it, 
whether  from  without  or  within,  by  all  the  usual  pre- 
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cautions;  and  especially  by  taking  advantage  of  the 
opportunity  for  the  renovation  which  ought  to  be  con¬ 
sidered  indispensable  at  stated  periods. 

For  this  purpose  the  third  floors  or  attic  wards  of 
each  wing,  which  will  be  vacant  when  both  wings  are 
in  proper  use — at  least,  until  the  income  of  the  Hos¬ 
pital  may  be  sufficient  for  patients  enough  to  occupy 
them — will  be  of  great  value  as  reserve  wards,  since 
they  may  be  used  alternately  by  the  inmates  of  each 
of  the  lower  floors,  of  the  wing  to  which  they  belong, 
in  any  manner  that  may  be  found  convenient. 

Without  dwelling  further  on  the  advantage  of  the 
temporary  occupancy  of  the  new  wing  and  the  impor¬ 
tance  of  reserve  wards  to  the  Hospital,  it  may  be  said 
that  the  success  of  the  trial  of  the  new  wards  has  ren¬ 
dered  it  probable  that  the  permanent  distribution  of  the 
patients  may  be  accomplished  in  the  course  of  the 
winter.  In  view  of  this  the  immediate  completion  of  the 
repairs  of  the  wards  of  the  two  main  floors  of  the  old 
wing  has  been  ordered,  to  refit  them  for  the  male 
patients  now  using  the  corresponding  wards  of  the 
new  wing.  It  is  expected  that  these  new  wards  will 
then  be  vacated  and  prepared  for  the  women  and  chil¬ 
dren,  who  are  still  confined  to  the  uppermost  floors.  In 
this  manner  may  be  finally  established  the  long  ex¬ 
pected  and  only  right  order  of  arrangement  in  the 
Hospital. 

As  already  intimated,  the  Treasurer’s  account  would 
seem  to  be  at  least  encouraging  enough  to  justify,  if 
not  to  require  the  development  of  the  Hospital  on  its 
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proper  basis  of  separate  wings  for  the  different  sexes, 
even  if  only  on  the  smallest  scale.  The  two  floors 
might  be  separately  occupied,  with  the  whole  wing  in 
operation  and  as  many  patients  in  each  ward  as  could 
be  individually  supported  there,  at  a  general  cost  of 
from  fifteen  hundred  to  two  thousand  dollars  a  year. 
This  additional  cost  would  be  nearly  the  same  for  a 
small  number  of  patients  as  for  a  full  ward,  the  differ¬ 
ence  depending  only  on  the  cost  of  subsistence  of 
the  larger  number.  The  half  measure  therefore  of 
arranging  only  for  the  present  small  number  of  in¬ 
mates  in  the  new  wards  cannot  be  satisfactory.  It  will 
scarcely  meet  the  obligation  which  rests  upon  the  In¬ 
stitution  in  its  present  admirable  form,  as  a  hospital 
complete  in  all  its  parts  and  structural  arrangments, 
and  already  regarded  as  a  model  of  its  kind. 

We  may  not  look  at  once  for  wards  as  full  as  those 
of  the  other  wing,  but  we  must  hope  for  this  and  expect 
it,  doing  what  we  can  to  bring  it  about  at  the  earliest 
practical  date,  as  the  only  conclusion  to  be  aimed  at  in 
fulfillment  of  our  sacred  trust.  The  most  pressing 
need  is  of  furniture  with  which  to  begin  the  wards  en¬ 
tirely  anew. 

We  want  at  least  twenty  new  beds,  including  the 
usual  quota  of  bedding,  tables,  and  chairs  (at  a 
cost  of  $50  each)  for  the  Women’s  Medical  Ward, 
and  a  like  number  for  the  Women’s  Surgical  Ward. 
These  forty  beds,  with  their  accompaniments,  would 
cost  about  two  thousand  dollars  ;  and  so  complete  the 
equipment  of  the  two  wards  in  a  manner  that  would 


be  attractive  to  every  one  and  extremely  gratifying  to 
the  Officers  and  Managers  as  well  as  to  all  who  take 
interest  in  the  Hospital. 

The  two  wards  could  be  kept  in  full  occupation  with 
these  forty  beds  at  an  annual  cost,  over  and  above  the 
additional  cost  of  operating  the  wing,  of  some  twenty- 
five  hundred  dollars,  only  twelve  additional  beds,  or  six 
for  each  ward,  being  required  for  the  new  quota.  A 
donation  of  two  thousand  dollars  therefore  for  new  fur¬ 
niture,  and  subscriptions  for  a  few  more  free  beds, 
would  secure  the  permanent  success  in  full  operation 
of  the  women’s  wing  as  the  best  part  of  the  hospital. 
It  would,  most  probably  induce  also,  what  is  very  much 
wanted,  an  equally  gratifying  development  of  the  chil¬ 
dren’s  ward. 

Charter. — It  may  be  seen  by  reference  to  the  min¬ 
utes  of  an  adjourned  meeting  of  the  Contributors  held 
in  January  last,  that  certain  amendments  of  the  charter 
of  the  Hospital  were  submitted  to  that  meeting  and 
were  referred  back  to  the  Board  for  legal  confirmation 
in  the  form  adopted.  These,  or  similar  amendments 
had  long  been  contemplated  by  several  contributors 
as  required  by  the  progress  of  the  Institution  and  its 
increasing  liabilities  as  a  general  hospital.  Initiatory 
steps  were  taken  several  years  ago,  but  through  inad¬ 
vertence  were  allowed  to  fail  for  want  of  interest  at 
the  time.  More  recently  the  attention  which  was  again 
awakened  to  the  subject  was  not  allowed  to  flag.  The 
language  of  the  charter  was  crude,  vague  and  insuffi¬ 
cient  in  some  respects ;  and  its  terms  were  unreason- 
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able  and  extravagant  even  where  they  were  sufficiently 
definite  to  be  clearly  understood.  The  alterations 
which  do  not  affect  contributors  are  not  sufficiently  in¬ 
teresting  to  be  described  in  this  report.  They  may  be 
seen  by  reference  to  the  copy  which  will  be  published 
in  due  time. 

The  amendments  which  affect  the  rights  of  Contribu¬ 
tors,  as  to  naming  beds  and  having  patients  under 
treatment,  may  be  summed  up  in  a  few  words,  premis¬ 
ing,  however,  that  especial  care  has  been  taken  to  pro¬ 
tect  in  full,  by  proviso,  all  donations  of  date  previous 
to  that  of  the  Amended  Charter  and  all  legacies  by  wills 
of  previous  date ;  so  that  legacies  and  contributions  of 
,  subsequent  date  alone  can  be  affected.  The  new  terms 
arrange  the  privileges  into  three  separate  and  succes¬ 
sive  classes,  designating  the  minimum  amount  of  con¬ 
tribution  which  confers  the  privilege  or  privileges  stated. 

The  first  class  is  that  of  five  thousand  dollars  and 
upwards.  This  confers  the  privilege  of  naming  one  bed 
and  of  recommending  one  patient  at  a  time  through¬ 
out  each  year,  after  the  date  of  the  donation,  during 
the  life  of  the  donor  or  during  the  life  of  one  repre¬ 
sentative,  after  receipt  of  legacy,  in  case  of  a  donation 
by  will.  This  may  be  termed  a  life  privilege.  The 
second  class  is  that  of  two  hundred  dollars  and  up¬ 
wards  ;  and  is  equivalent  to  the  Free  Bed  subscription, 
since  it  confers  the  privilege  of  keeping  one  patient 
under  treatment,  at  a  time,  throughout  the  year  imme¬ 
diately  succeeding  the  donation.  This  is  the  annual 
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privilege.  The  third  class  includes  all  sums  of,  at 
least,  twenty-five  dollars  and  upwards,  and  confers  the 
privilege  of  recommending  for  treatment  one  patient 
in  the  course  of  the  year  succeeding  the  payment. 
This  is  the  single  privilege  donation. 

The  terms  of  the  old  charter  have  thus  been  simpli¬ 
fied  and  restricted,  in  the  new,  by  the  substitution  of 
a  life  privilege,  an  annual  privilege,  and  a  single  privi¬ 
lege  ;  the  minimum  amounts  for  each  privilege  respec¬ 
tively  being  $5000,  $200,  and  $25. 

Statistics. — We  begin  the  statistical  consideration 
with  the  usual  tabular  statement  presenting  an  approxi¬ 
mative  and  bird’s  eye  view  of  the  progress  of  the 
Hospital  from  the  commencement  in  1852: 

Tabular  Statement  of  number  of  Patietits  admitted  to  P.  E.  Pdospital  during  twenty- 
six years,  together  with  the  length  of  time  under  treatment ,  total  cost ,  cost  per 
day,  average  daily  number,  and  the  results. 


Year 

Total  Cost 
of  treatment. 

Patients 

i 

New  Total 
Pat’ nts  treated 

Average 
No.  of 
days 
under 
treatin’ t. 

Average 
Daily  No. 

under 

treatm’t. 

Cost 

per 

day. 

Condition  when  discharged 
from  Hospital. 

Total 

dis¬ 

charg’d 

remain¬ 

ing. 

Cured. 

Im¬ 

proved 

No  Im¬ 
prove¬ 
ment. 

Died 

1852 

6 

6 

4 

2 

6 

'»53 

$3,020  49 

174 

174 

31 

99 

25 

10 

22 

156 

1854 

3.887  47 

18 

271 

289 

25 

174 

41 

20 

22 

257 

5,315  85 

32 

28l 

3*3 

3° 

25 

174 

41 

43 

17 

275 

1856 

6,604  J9 

38 

338 

376 

32 

26 

$0  58 

215 

60 

43 

30 

348 

1S57 

6,572  78 

28 

3IQ 

338 

35 

30 

52 

203 

60 

16 

29 

308 

1858 

5,070  88 

30 

342 

372 

29 

27 

50 

270 

4i 

16 

22 

349 

1859 

4,955 

23 

364 

387 

22 

26 

46 

291 

25 

7 

33 

356 

i860 

4.777  76 

31 

372 

403 

27 

28 

50 

252 

72 

14 

30 

368 

l86l 

4,75i  28 

35 

36l 

396 

26 

28 

5° 

224 

91 

20 

34 

369 

l862 

I5,911  33 

27 

342 

369 

27 

26 

65 

217 

73 

26 

31 

347 

1863 

22,438  80 

22 

464 

486 

28 

46 

60 

296 

65 

21 

44 

426 

1864 

20,041  33 

60 

592 

652 

43 

65 

75 

392 

83 

38 

66 

579 

I865 

26,662  67 

73 

729 

802 

39 

86 

75 

457 

*75 

29 

62 

723 

l866 

29,147  °5 

79 

834 

913 

32 

82 

80 

579 

148 

26 

6.5 

818 

1867 

3**997  °3 

95 

815 

910 

45 

93 

1  00 

586 

J74 

12 

58 

830 

1868 

32,281  09 

80 

925 

IOO5 

39 

98 

1  00 

617 

187 

27 

71 

902 

1869 

36, 912  94 

103 

937 

1040 

45 

104 

1  00 

680 

M9 

25 

86 

940 

187O 

35, °96  57 

100 

860 

960 

40 

*05 

1  00 

622 

13 

68 

859 

I87I 

37,214  28 

IOI 

1002 

1103 

37 

104 

*  05 

687 

182 

47 

83 

999 

I  872 

4H337  9° 

104 

940 

IO44 

38 

104 

1  09 

643 

l67 

57 

74 

941 

46,408  38 

104 

io33 

”37 

39 

117 

1  07 

611 

2  79 

49 

85 

1024 

1874 

46,646  38 

Ir3 

1071 

H84 

4i 

Il8 

1  07 

634 

302 

46 

87 

1069 

1875 

48,138  17 

115 

1078 

”93 

42 

119 

1  08 

765 

213 

18 

81 

1077 

I876 

45.828  70 

116 

1301 

1417 

34 

120 

1  06 

945 

270 

9 

88 

i312 

1877 

41,108  10 

105 

1282 

1387 

33 

119 

95 

800 

389 

19 

71 

I279 

1878 

39,386  32 

IOI 

1203 

I3II 

38 

117 

89 

660 

424 

36 

90 

1210 
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To  this  may  be  added  the  following  tabular  exhibit 
of  the  general  expense  account  for  the  last  six  years : 


MEDICINES. 

HOUSEHOLD. 

IMPROVEMENTS 

AND  REPAIRS. 

TOTAL. 

1873 

1874 

1875 

1876 

1877 

1878 

$6217  12 

6007  78 

7294  50 

5942  54 

6721  75 

5907  94 

140,541  18 
40,638  60 
40,894  34 

40,325  44 

38,408  15 

37,573  59 

$1584  46 

2132  33 

1683  60 

3412  39 

5776  22 

4532  63 

$48,342  76 
48,778  71 
/  49,872  44 

49,680  37 
48,906  12 
48,014  16 

The  whole  amount  drawn  by  the  Superintendent 
for  house  expenses  during  the  last  six  years  being: 


1873  . 149,019  13  |  1876 .  #49. 12 3  28 

1874  .  48,871  37  :  1877 .  50,035  38 

1875  .  49>732  24  1  1878 .  47.716  06 

Patients  in  the  Wards. — There  were  108  patients 
in  the  wards  on  the  1st  day  of  the  year,  of  whom  73 
were  men,  31  were  women,  and  4  were  children;  57 
being  medical,  and  51  surgical.  Since  then  1203  have 
been  admitted  as  new  cases ;  of  whom,  there  were  664 
medical  and  539  surgical ;  so  that  1311  patients  have 
been  treated,  in  the  course  of  the  year,  721  being 
medical  and  590  surgical.  Of  the  whole  number  967 
were  males  and  344  were  females.  The  average  dura¬ 
tion  of  treatment,  or  stay  in  the  house,  was  about  37 
days.  The  length  of  stay  is  so  much  increased  by  the 
chronic  cases,  including  those  of  the  Hannah  Ward 
and  of  the  incurable  list,  that  the  average  cannot  be 
considered  in  comparison  with  those  of  ordinary  hos¬ 
pitals  in  which  the  proportion  of  acute  disease  and  in¬ 
jury  is  larger.  For  the  same  reason,  the  average  mor¬ 
tality  is  liable  to  increase  from  time  to  time.  For  the 
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past  year  it  has  amounted  to  nearly  nine  per  cent. 
The  daily  average  of  non-paying  patients  has  been  105, 
and  ot  paying  patients  only  12.  This  shows  a  very 
large  proportion  of  wholly  gratuitous  relief. 

Dispensary. — The  whole  number  of  new  Dispensary 
Patients  was  11,591  ;  of  whom,  2755  were  surgical  and 
S387  were  medical,  449  of  the  surgical  being  eye  and 
ear  cases.  The  daily  average  of  old  and  new  cases  was 
about  80,  of  all  kinds.  The  dispensary  patients  are  all 
treated,  and  receive  their  medicines,  gratuitously.  They 
may  be  regarded  as  mainly  necessitous  and  deserving 
people,  although  it  is  impossible  to  prevent  more  or 
less  imposition  as  to  pecuniary  circumstances. 

The  problem  of  the  management  of  the  increasingly 
burdensome  crowd  of  out-patients,  in  the  most  eco¬ 
nomical  manner,  and  yet  with  the  least  hardship  to  the 
patients  individually,  and  with  proper  discrimination  as 
to  ability  to  pay,  is  a  difficult  one  which  has  much  oc¬ 
cupied  the  minds  of  the  Managers.  It  is  a  very  em¬ 
barrassing  question  whicn  has  been  very  imperfectly 
met  in  Philadelphia  as  elsewhere.  Some  of  the  many 
measures  which  have  been  suggested,  or  are  being 
tried,  have  been  thought  of  as  possibly  available ;  but 
they  are  not  yet  sufficiently  matured  for  definite  action. 
Whatever  may  be  ultimately  done  to  lessen  the  ex¬ 
pense  and  improve  the  discrimination,  it  is  certain  that 
the  usefulness  of  the  Dispensary  as  a  genuine  charity 
is  too  well  established  and  too  widely  and  strongly  felt 
to  justify  the  Hospital  in  any  change  of  its  administra¬ 
tion  that  would  deprive  the  deserving  poor  of  their 
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due  share  in  its  manifold  blessings.  The  charity  which 
rules  unfettered  and  unstinted  among  the  more  help¬ 
less  but  often  not  more  needy  inmates  of  the  wards 
above,  should  not  be  hampered  by  a  too  sparing  hand 
or  too  suspecting  a  spirit  in  its  dealings  with  the  suf¬ 
fering  multitude  in  the  dispensary  rooms  below.  Many 
invalids  of  both  classes  are  indigent  through  ill-health 
alone,  although  independent  when  not  disabled  by  dis¬ 
ease. 

On  account  of  the  large  number  of  the  medical  pa- 
tientsxof  the  Dispensary,  that  branch  of  the  depart¬ 
ment  was  so  arranged  as  to  have  a  morning  and  after¬ 
noon  session  of  two  hours  each,  under  the  charge  of 
two  members  of  the  staff,  who  thus  divided  the  ser¬ 
vice  between  them,  much  to  the  advantage  of  all  con¬ 
cerned. 

Eye  and  Ear  Department. — The  number  of  cases 
in  the  Surgical  Department  was  advantageously  re¬ 
duced  by  the  establishment  of  an  Eye  and  Ear  De¬ 
partment,  which  the  increasing  number  and  import¬ 
ance  of  such  cases  were  thought  to  require.  For 
this  purpose  two  specialists  of  experience  and  well  es¬ 
tablished  standing,  Drs.  Heyl  and  Risley,  were  ap¬ 
pointed  members  of  the  Medical  Board  as  Ophthalmic 
and  Aural  Surgeons,  with  the  privilege  of  two  or  three 
beds  in  the  wards  for  the  treatment  of  such  of  their 
cases  as  may  require  it.  The  eye  and  ear  cases  are 
treated  during  two  hours  of  four  afternoons  of  the 
week,  and  as  much  more  frequently  as  may  be  con¬ 
sidered  advisable.  Although  not  longer  than  six 
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months  in  operation,  it  has  already  become  a  con¬ 
siderable  branch  of  the  dispensary  service. 

Before  leaving  this  topic  it  should  be  stated  that 
the  Dispensary  was  removed,  at  the  time  of  the  gen¬ 
eral  transfer,' to  the  new  and  much  more  convenient  and 
spacious  quarters  in  the  basement  of  the  new  wing. 
A  dispensing  room  was  fitted  up  in  the  new  apartment 
for  the  especial  use  of  the  apothecary,  whose  duty  it 
is  to  prepare  and  furnish  on  the  spot  the  medicines  pre¬ 
scribed  to  the  out-patients. 

Improvements  and  Repairs. — In  order  to  effect  the 
temporary  transfer  of  the  inmates  of  the  old  wards  to 
the  new  wing,  the  only  preparation  necessary  was 
the  oiling  of  the  floors  and  the  erection  of  an  upright 
portable  boiler  with  arrangements  for  an  ample  supply 
of  hot  water  for  the  three  wards  during  the  year.  This 
was  not  expensive,  and  will  continue  to  be  useful  for 
its  purpose  as  well  under  the  occupancy  of  the  female 
patients  and  children  as  it  has  proved  during  the  past 
season  to  the  inmates  of  both  sexes.  The  first  advan¬ 
tage  taken  of  the  removal  of  the  patients  was  to 
replace  the  wooden  joists,  supporting  the  water 
closets  and  lavatories  in  the  towers  of  the  west 
wing,  with  iron  joists  and  brick  arches  covered  with 
cemented  and  slated  floors.  The  opportunity  was  taken 
at  the  same  time  to  have  the  water  tanks  of  the  same 
towers  elevated  six  feet,  and  placed  on  iron  beams 
similar  to  those  used  in  the  towers  of  the  new  wing, 
and  on  the  same  level.  By  this  arrangement  an  ad¬ 
ditional  supply  of  water  was  secured  and  the  towers 
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were  strengthened ;  the  floors  being  made  not  only 
much  more  durable  but  entirely  fire-proof. 

Income  and  Expenditure. — The  income,  including 
unconditional  donations  and  bequests,  amounted  in 
1878,  to  $60,475 -76.  The  actual  expenditure  of  all 
kinds  amounted  to  $54,280.90.  The  House  expenses, 
as  already  stated,  were  a  little  over  two  thousand 
dollars  less  than  those  of  1877,  and  thus  left  a  tem¬ 
porary  balance  with  the  Treasurer. 

Contributions. — The  Thanksgiving  offerings  of  the 
year  amount  to  about  $12,227.18.  This  is  some  im¬ 
provement  on  those  of  the  previous  year,  but  not  such 
as  might  be  reasonably  expected  with  the  prospect  of 
the  Hospital  in  full  operation  on  both  sides  of  the  build¬ 
ing,  and  with  the  consequently  greater  need  of  funds. 

Of  the  contributions  of  the  year,  the  largest  is  one  of 
five  thousand  dollars,  for  the  endowment  of  a  bed,  by 
Miss  S.  Gorgas,  of  West  Chester,  to  whose  generosity 
the  Hospital  is  already  indebted  for  several  previous 
contributions.* 

We  have  also  to  thank  the  North  Penn,  and  L.  V. 
R.  R.  for  the  usual  rebate  on  the  freight  of  coal. 

For  other  donations  of  money,  work  or  materials,  for 
which  the  Managers  are  always  pleased  to  express 
their  obligations,  the  reader  is  referred  to  the  state¬ 
ments  of  the  Superintendent  and  the  Treasurer. 

Legacies. — The  Legacies  of  the  year  are:  one  of 
$500  from  Miss  Adeline  Sager,  one  of  $3000  from  Mrs. 
Theresa  C.  Clapier,  one  from  Mr.  Elon  Dunbar  of 

*The  Managers  regret  the  accidental  omission  in  the  last  report  to  acknowledge  the  receipt  in 
December,  1878,  of  coupons  ($1500)  from  Mrs.  Kiderlen.  See  Treasurer's  Statement,  p.  53. 
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$3000,  one  from  Mrs.  Ebbs  of  $2000,  one  from  Elisa¬ 
beth  Colhoun  $300,  and  one  from  Anna  M.  Hoskins  of 
$1000,  of  which  last  $200  has  been  paid  on  account. 

Legacy  Record  Book.— Apropos  to  this  statement 
of  the  legacies,  it  is  well  to  state  that  the  Managers 
early  in  the  year  determined  to  have  made,  and  pre¬ 
served  in  a  book  expressly  intended  for  the  purpose,  a 
full  record  of  all  the  legacies  to  the  Hospital ;  said  record 
to  exhibit  the  description  of  each  legacy,  in  the  words 
of  the  will  with  the  conditions,  if  any,  appended,  and  to 
be  carefully  indexed  for  reference.  This  book  was  ob¬ 
tained  and  arrangements  were  made,  under  direction 
of  a  special  committee,  by  which  full  copies  of  a  large 
number  of  wills  have  been  procured  and  neatly  entered. 

It  was  also  determined  by  the  Board  to  appoint  a 
Solicitor,  as  a  regular  officer  of  the  Hospital,  to  take 
charge  of  the  legal  business  of  the  Institution  and  to 
give  such  professional  advice  as  might  be  required  from 
time  to  time.  This  position  was  kindly  accepted  by 
Joseph  B.  Townsend,  Esq.,  to  whom  the  Board  is 
already  under  obligation  for  important  professional  ser¬ 
vices  rendered  since  his  appointment. 

Bishop  A.  Potter  Memorial  House  of  Deaconesses. 
— On  application  from  the  Board  of  Council  of  the 
Bishop  A.  Potter  Memorial  House  of  Deaconesses,  to 
the  Board  of  Managers  of  the  Hospital,  the  use  was 
granted  of  the  Leamy  Mansion,  formerly  occupied  as 
the  Bishop  A.  Potter  Memorial  House.  Since  taking 
possession  of  this  building,  the  Board  of  Council  of  the 
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new  House  has  effected  a  considerable  amount  of  much 
needed  repair  to  fit  it  for  its  present  purpose. 

On  application  of  the  same  Board  of  Council,  the 
Managers  agreed  to  place  the  Nursing  of  the  Child¬ 
ren’s  Ward  in  the  charge,  subject  to  hospital  regula¬ 
tions,  of  the  Deaconesses  of  the  new  Institution.  The 
opportunity  to  start  and  carry  on  an  excellent  and 
much  needed  work  of  this  kind  will  be  much  better  in 
the  new  wing  than  in  the  old  one.  We  earnestly  hope 
that  the  children’s  ward  may  receive  an  impetus  in  this 
way  which  it  has  sadly  lacked. 

Officers. — Dr.  Charles  Schaffner  having  resigned 
his  position  on  the  Dispensary  Staff,  on  account  of  other 
engagements,  Dr.  Deal,  who  had  already  served  ac¬ 
ceptably  as  substitute,  was  elected  in  his  place. 

At  the  election  of  House  Residents  in  the  spring, 
Dr.  D.  J.  Milton  Miller  and  Dr.  H.  H.  Bickford  were 
chosen  in  place  of  those  whose  terms  expired  respec¬ 
tively  in  May  and  August;  and  at  the  election  in  No¬ 
vember,  Dr.  Harvey  was  chosen  in  place  of  Dr.  G. 
Edgar  Dean,  having  already  served  six  months  in  the 
house  as  substitute,  the  last  four  months  on  account  of 
the  ill-health  of  his  immediate  predecessor. 

For  the  religious  services  of  the  year,  as  conducted 
by  and  under  the  care  of  the  Chaplain,  the  Rev.  D. 
H.  Lovejoy,  we  take  pleasure  in  referring  to  his  ap¬ 
pended  report.  This  and  the  official  record  exhibit  a 
large  amount  of  Christian  work,  among  the  patients  in 
the  wards  as  well  as  in  the  chapel. 
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As  usual  the  Managers  are  happy  to  express  their 
cordial  acknowledgments  to  the  members  of  the  Medi¬ 
cal  Board  and  of  the  Dispensary  and  Resident  Staff 
for  their  faithful  and  skillful  devotion  to  their  respon¬ 
sible  duties.  To  the  Superintendent,  Dr.  S.  R.  Knight, 
and  to  the  Matron,  Miss  Lehman,  the  Managers  are 
under  particular  obligations  for  the  efficient  and  satis¬ 
factory  and  yet  economical  manner  in  which  they  have 
conducted  the  internal  affairs  of  the  Hospital  during 
the  year. 

The  managers  cannot  close  this  report  without  a 
briel  notice  of  the  loss,  in  the  decease  of  William 
Welsh,  early  in  the  year,  and  of  Miss  Ann  Leamy, 
on  the  third  day  of  last  November,  of  two  of  the  earliest 
and  best  friends  of  the  Hospital,  whose  names  should 
be  always  gratefully  remembered.  To  the  generosity 
of  Miss  Leamy  and  her  sister,  Mrs.  Stout,  we  are  in¬ 
debted  for  the  gift  of  the  land  upon  which  the  Hospital 
stands,  and  for  the  mansion  which,  in  the  infancy  of  the 
Institution,  was  occupied  by  the  patients.  Mr.  Welsh, 
although  not  in  the  Board,  has  been,  characteristically, 
one  of  the  most  active,  liberal  and  influential  contribu¬ 
tors,  advocates  and  cousellors  to  the  Institution.  He 
was  devotedly  interested  in  the  spiritual  welfare  of  the 
inmates  of  the  Hospital,  spending  much  of  his  valuable 
time  and  labor,  as  well  as  means,  under  direction  of  the 
Bishop,  in  advancing  these  spiritual  interests,  not  only 
in  the  Idospital  administration,  but  in  the  Missionary 
work  connected  with  it. 
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The  last  event  to  be  noticed  is  the  resignation  of 
John  Ashhurst,  Esq.,  after  a  service  in  the  Board  of 
seventeen  years,  during  most  of  which  time  he  was 
Chairman  of  the  Finance  Committee.  Recognizing- 
his  right  to  withdraw  in  his  declining  years,  after  so  long 
and  faithful  a  service  in  the  general  duties  of  the  Board 
and  on  one  of  the  most  important  Committees,  the 
Managers  cannot  part  with  him  without  a  sincere  ex¬ 
pression  of  personal  regard  and  regret,  and  of  respect 
for  his  high  character,  as  a  valued  associate  and  as  a 
Christian  gentleman  whose  standing  in  the  community 
was  a  source  of  strength  to  the  Hospital. 

Note. — The  Hospital  needs,  at  once,  Two  Thousand  Dol¬ 
lars  for  furnishing  the  two  new  Women’s  Wards;  also 
Two  Thousand  Dollars  for  painting  the  walls  of  these 
wards,  and  of  the  corridors,  in  the  style  of  the  old  wing;  and 
Two  Thousand  Dollars  a  year  for  the  additional  cost  of  the 


new  wing. 
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STATISTICAL  REPORT  FOR  1878. 


SUMMARY. 

During  the  year,  twelve  hundred  and  three  (1203)  patients 
have  been  admitted.  At  the  date  of  last  Report,  one  hundred 
and  eight  (108)  patients  were  in  the  Hospital,  making  the 
total  number  treated  during  the  year,  thirteen  hundred  and 
eleven  (131 1) ;  of  these,  twelve  hundred  and  ten  (1210)  were 
discharged,  648  being  cured,  436  improved,  36  unimproved, 
and  90  having  died ;  leaving  101  under  treatment,  of  whom 
54  were  medical  and  47  surgical,  or  sixty-four  (64)  men, 
thirty-one  (31)  women,  and  six  (6)  children  in  the  wards  at  the 
end  of  the  year.  There  have  been  eleven  thousand  five  hun¬ 
dred  and  ninety-one  (1 1,591)  new  Dispensary  patients  pre¬ 
scribed  for  during  the  year.  Of  this  number,  eight  thousand 
three  hundred  and  eighty-seven  (8387)  were  medical,  two 
thousand  seven  hundred  and  fifty-five  (2755)  were  surgical, 
and  four  hundred  and  forty-nine  (449)  were  eye  and  ear  cases. 

Average  daily  number  of  free  patients  in  the  Hospital,  105. 

“  “  pay  “  “  12. 

“  “  patients  in  the  Hospital,  1 1 7. 

“  duration  of  treatment,  37  days. 

“  daily  number  of  patients  treated  at  the  Dispensary,  80. 

“  “  prescriptions  in  the  Dispensary,  87. 

Total  number  of  visits  made  by  the  old  and  new  patients  to  Dispensary  during 
the  year,  26,768. 

Average  daily  cost  of  patients  in  the  wards,  89  cents. 

Average  cost  of  patients  in  the  wards,  $33. 
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ABSTRACT  OF  HOUSE  CASES. 

MEDICAL  WARDS. 


Diseases. 

Cured. 

|  Improved,  j 

|  Unimproved,  j 

Died. 

Remaining.  | 

|  Total. 

Abdominal  Tumor . 

Anaemia . 

4 

Aneurism,  Aortic  (arch)  .  .  . 

1 

1 

“  L.  Subclavian  .  .  . 

Apoplexy . 

1 

Ascites . 

1 

2 

3 

Bright’s  Disease,  Acute  .  .  . 

tf  Chronic  .  . 

8 

1 

16 

Bronchitis,  Acute . 

11 

3 

15 

“  Chronic . 

12 

2 

15 

Carcinoma,  Liver . 

“  Stomach . 

ft  Uterus . 

I 

3 

Chorea . 

5 

3 

Q 

i 

Coryza . 

6 

16 

“  following  Typhoid..  . 

3 

Deformed  Chest  after  Pleurisy 

. 

r 

Dementia . 

Diabetes  Insipidus.  . 

1 

I 

Diarrhoea,  Acute . 

6 

8 

*• 

Dropsy,  Cardiac.  . . 

“  Renal . 

j 

Dysentery,  Acute . 

“  Chronic . 

Dyspepsia . .  .  . 

8 

5 

1 

14 

Emphysema . 

4 

Empyema . 

3 

Endocarditis,  Rheumatic.  .  . 

Endometritis . 

Enteralgia . 

J 

1 

_ 

Epilepsy . 

2 

Epileptiform  Convulsions. 

Erysipelas,  Idiopathic  .  .  .  . 

" 

45 

“  Remittent . 

'*  Scarlet . 

1 

“  Simple  Continued  .  . 

6 

6 

“  Typhoid, . 

25 

1 

4 

3 

33 

Gastric  Catarrh.  Acute.  .  .  . 

“  Vertigo . 

Gastritis,  Acute . 

1 

1 

Diseases. 


Gastritis,  Chronic . 

Gastro-Hepatic  Catarrh  .  .  . 
Gastro-Intestinal  Catarrh.  .  . 

Goitre . 

Haemoptysis . 

Heart,  Dilatation  of.  .  .  •  .  . 

“  Functional  Disease  of. 

“  Hypertrophy  of  .  .  . 

“  Organic  Disease  of..  . 

Hemiplegia . 

Hepatic  Abcess . 

u  Colic . 

Hepatitis,  Chronic . 

Hyperaesthesia,  General  .  .  . 

Hysteria . 

Icterus . 

Incontinence  of  Urine  .... 

Laryngitis,  Acute . 

Laryngeal  Phthisis . 

Lead  Poisoning . 

Leucorrhoea . 

Locomotor  Ataxia.  ...... 

Malaria . 

Malingerer . 

Mammitis . 

Meningitis,  Tubercular.  .  .  . 

“  Basal . 

Metritis,  Cervical . 

Monomania . 

Myalgia . 

Nasal  Catarrh . 

Neuralgia,  Intercostal  .... 
“  Intermittent.  .  .  . 

“  Lumbo- Abdominal 

“  Occipito-Frontal.  . 

“  Tri -facial . 

(Edema  of  Glottis . 

Old  Age . 

Opium  Poisoning . 

Paralysis,  General . 

Paraplegia . 

Peritonitis . 

“  Pelvic . 

Perityphlitis . 

Pharyngitis,  Acute . 

Phlebitis . 

Phthisis,  Pulmonalis.  .... 

“  Incipient . 

Pleuritis,  Acute . 

“  Chronic . 

il  Diaphragmatic  .  .  . 

Pleura,  Malignant  Dis.  of .  . 

Pleurodynia ...  . 

Pleuro-Pneumonia . 

Pneumonia.  Acute  Crupous  . 

Chr.  Catarrhal .  . 
of  Right  Apex.  . 

Pneumo-pyothorax . 

Premature  Birth . 


c9  3 
9 


82 


Total 


ABSTRACT  OF  HOUSE  CASES  (Continued). 
MEDICAL  WARDS. 


Diseases. 

# 

Cured. 

Improved. 

Unimproved. 

T3 

5 

|  Remaining.  1 

Total. 

Diseases. 

Cured. 

Improved. 

Unimproved. 

Died. 

|  Remaining.  | 

Total.  1 

Rheumatism,  Acute . 

i 

2 

16 

Syphilis,  Tertiary . 

2 

4 

2 

8 

Chronic  .... 

2 

9 

i 

3 

15 

Tabes  Mesenterica . 

1 

I 

Lumbar  .... 

2 

2 

i 

5 

Tuberculosis,  Intestinal .  . 

1 

I 

2 

j 

6 

.. 

6 

8 

8 

Total . 

265 

66 

51 

664 

Spinal  Cord,  Disease  of  .  .  . 

i 

i 

D.  J.  MILTON  MILLER,  M.D., 

Resident  Physician. 
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ABSTRACT  OF  HOUSE  CASES  (Continued). 
SURGICAL  WARDS. 


Disease  or  Injury. 


6 


Abscess,  Alveolar . 

of  Forearm  .... 

Knee . 

Leg . 

Neck . 

Palmar . 

Pelvic . 

Perineal . 

Sub-periosteal .  . 

Thigh . 

Acne . 

Adenitis . 

“  Cervical . 

Adenoma . 

Apnblyopia . 

Anchylosis . 

Aneurism,  Abdominal  .  .  . 

Anthrax . 

Arthritis  of  Knee  Joint  .  . 

Atrophy  of  Leg . 

Buboes . 

Bum  of  Face  and  Eye  .  .  . 

“  Arm  and  Leg  .  .  . 

“  Foot . 

*'  from  Kerosene. .  .  . 

Burns  not  specified . 

Calculus,  Vesical . 

Carcinoma  of  Breast  .  .  .  . 

Caries  of  Calcaneum . 

“  Spine . 

“  Tarsus . 

Cataract,  Soft . 

“  Secondary . 

Chancre . 

Chancroids,  Phagedaenic  . 

"  Simple  .... 
Concussion  of  Brain  .  .  .  . 

“  “  Spine . |  i 

Contusions,  General . 12 

of  Head . 9 

“  Lower  Extremities '14 

“  Upper  “  I  6 

“  Trunk .  7 

Coxal gi  a . !  2 

Cystitis,  Acute . ; . . 

“  Chronic . 

Delirium  Tremens . 

Diffuse  Peritonitis  (traumatic) 

Dog-bite . 

Eczema  Rubrum . 

(t  Squamosum  .... 

“  of  Stump . 

Enlarged  Prostate . 

Epididymitis . 

Epithelioma . 

Epulis . 

Erysipelas . 

Eyeball,  Rupture  of . 

Fissure  of  the  Anus . 


rt  i  O 

£  H 


1  . . 
6 
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16 


Disease  or  Injury. 


Fistula  in  Ano . 

“  Perineal . 

Fungus  Testicle . 

Foreign  Body  in  Knee  .  .  . 

“  “  Finger.  .  . 

Frost-bite . •  . 

Gangrene  of  Foot . 

Forefinger  . 

Glaucoma . 

“  Secondary.  .  .  . 

Gleet . 

Gonorrhoea . 

Gonorrhoeal  Rheumatism.  . 

Gummata  of  Arm . 

Hernia,  Inguinal . 

“  Scrotal . 

Hemorrhoids,  External.  .  . 

“  Internal  .  . 

Hydrocele . 

Inflamed  Hand . 

Ingrowing  Toe  Nail  .... 

Injury  to  Back . 

“  Hand . 

“  Head . 

Iritis . 

Keratitis . 

Lumbo-Abdominal  Neuralgia 

(traum) . 

Lupus  . 

Nasal  polypus . 

Necrosis  of  Ankle . 

“  Bones  of  Foot  . 

“  Femur . 

“  Humerus.  .  .  . 

“  Phalanges  .  .  . 

“  Tarsus . 

“  Tibia . 

Occlusion  of  Pupil. . 

Orchitis . . . 

Osteitis . 

Otitis  Media . 

Painful  Micturition . 

Paraphimosis . 

Paronychia  . 

Phthisis  Bulbi . 

Phimosis . 

Prolapse  of  Rectum . 

Psoriasis . 

Retention  of  Urine . 

Retinitis . . 

Rupture  of  Internal  lat.  lig.  of 
Knee  .... 
Perineum  .  .  . 

Scalds . 

Sloughing  of  Scrotum  .  .  . 

Sprain  of  Ankle . 

Knee . 

"  Wrist . 

Sinus  of  Thigh . 


Total, 


ABSTRACT  OF  HOUSE  CASES  (Continued). 
SURGICAL  WARDS. 


Disease  or  Injury. 


a 
p  ■ 


Stricture  of  Rectum  .  .  .  . 

“  Urethra . 

Synovitis,  Acute . 

“  Chronic . 

Syphilis,  Secondary  .... 

“  Tertiary . 

Tetanus,  Traumatic  .... 

Tumor,  Cystic . 

“  Mammary . 

“  Osteo-Syphiloma  . 

*'  of  Testicle . 

Ulcer  of  Anus . 

“  jjack . 

“  Cornea . 

“  Leg . 

“  Syphilitic  .... 
Undescended  Testicle  .  .  . 

Urticaria . 

Uterine  Polypus . 

Wounds,  of  Cornea  .... 
“  Gunshot.  ..... 

“  Incised . 

“  Lacerated  .... 
“  Punctured .... 
“  of  Scrotum.  .  .  . 
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Fractures — Simple. 

Fracture  of  Astragalus . 

Clavicle . 

Complicated  .  .  . 
Femur.  ..... 
“  and  Clavicle 
“  Extra -Cap¬ 
sular  .  . 
“  Intra  -  Cap¬ 
sular  .  . 

Fibula . 

Forearm . 

Impacted  .... 
Inf.  Maxilla  .  .  .  , 
Intercondyloid  of 
H  umerus  ...  I 

Humerus . | 

“  and  Radius. 
“  “  Femur. 

Metatarsal  Bones .  I 
Nasal  Bones..  .  .  | 

Olecranon . I 

Patella . 

Radius . i 

*'  Greenstick 

“  Ribs . 

“  and  Clavicle. 

“  “  Radius.. 

“  t(  Scapula. 


Disease  or  Injury. 


Fracture  of  Skull . 

Surgical  Neck 
of  Humerus  . 

Tibia . 

“  and  Fibula 
Tarsal  Bones 
“  Ulna.  .  .  . 

“  and  Radius, 
Vertebra,  Dor 
sal . 


Fractures — Compound. 

Fract.  Comp,  of  Carpus  and 
Metacarpus 
Femur. . . . 
Foot .  .  . 
Great  Toe. 
Humerus. . 
Knee.  .  . 
Phalanges 
Radius..  . 
“  and 
Ulna, 
Shoulder 
Joint.  . 
Tarsus. .  . 
Tibia.  .  . 
Tibia  and 
Fibula. . 

‘ '  T  i  b  i  a  o  f 
Both  Legs. 

Fractures — Compound 
and  Comminuted. 

Fract.  Comp,  and  Com.  of 

Arm . 

Fract.  Comp,  and  Com.  ot 

Fingers . 

Fract.  Comp,  and  Com.  of 

Foot . | 

Fract.  Comp,  and  Com.  of; 

1  Leg . | 

Fract.  Comp,  and  Com.  of 
Foot  and  Phlanges 


Luxations. 

Luxation  of  Cervical  Verte¬ 
bra  .... 
Femur  .  .  . 
Femora.  .  . 
Humerus.  . 
Legs  .... 
Little  Finger 


1 5 


Total. 


3 i 2 i i 49  4 


I5Q  539 


JAMES  M.  ANDERS,  M.D. 

Resident  Surgeon. 
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GENERAL  TABLE  OF  SURGICAL  OPERATIONS 

IN  WARDS  OF  THE  HOSPITAL  OF  THE  P.  E.  CHURCH. 

For  1878. 


Nature  of  Operation. 

Recovered. 

Died. 

Cause  of  Death  in  Fatal  Cases. 

o 

M. 

F. 

M. 

F. 

Amputation  of 

Forearm . 

2 

I 

I 

Gastro  Enteritis. 

IO 

IO 

Thigh . 

I 

I 

Tetanus. 

Knee-joint . 

I 

I 

Leg . 

6 

4 

I 

I 

Hemorrhage  previous  to 
operation. 

tt  it  it 

Foot . . . 

6 

I 

Toes . 

4 

4 

Excision  of 

i 

I 

Shoulder-joint . 

i 

i 

2 

2 

I 

I 

Extraction  of  sequestra  from 
Tibia . 

8 

8 

Ulna . 

I 

I 

Ligation  of 

Hemorrhoids . 

4 

4 

Removal  of  Tumors  : 

i 

i 

Bursal . 

i 

i 

Cystic . 

2 

2 

Cancer  of  breast . 

2 

2 

Lipoma . 

3 

2 

I 

Osteo-sarcoma . 

2 

I 

I 

Operation  for 

Lacerated  perineum..  . 
Uterine  polypus . 

3 

I 

1 

Phimosis . 

4 

4 

Hydrocele . 

8 

8 

Fistula  in  ano . 

c 

5 

3 

Paracentesis  of 

Chest . 

3 

Nerve-stretching  for  tetanus. 
Lithotomy . 

I 

I 

I 

I 

Operation  for 

Ingrowing  toe-nail.. .  . 

I 

I 

86 

67 

IS 

4 
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SUB-TABLE  OF  AMPUTATIONS  FOR  1878. 


Seat  of  Amputation. 


Amputations  for  Injury 
Primary : 

Arm . 

Forearm . 

Fingers . 

Thigh . 

Leg . . . 

Knee-joint . 

Foot . 

Toes. . . 

Amputations  for  Dis¬ 
ease  : 

Fingers . 

Leg . 

Foot . 

Toes . . . 


Total. 

Recovered 

Died. 

Age  of  Patients 
who 

Recovered. 

Age  of 
Patients 
who  died. 

M. 

F. 

I 

I 

2 

I 

33 

} . 

9 

1 

0 

. / 

36,  56,  16,  2 3,  15, 

l 

I 

14,  23,  17,  14 

j 

25 

39 

5 

1 

4 

1 

I 

52,  60,  16,  37 

52 

4 

2 

3 

2 

I 

25,  68,  55 

22,  32 

22 

1 

1 

33 

17 

1 

1 

2 

2 

37, 21 

28, 24 

0 

2 

30 

26 

4 

Average  31 

Ave.  30 

S.  R.  KNIGHT,  M.D.,  Superintendent. 
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REPORT  OF  THE  MEDICAL  DISPENSARY 

For  the  Year  1878. 


Acne .  8 

Adenitis .  15 

Albuminuria .  1 

Alcoholism .  61 

Amenorrhoea .  67 

Anaemia .  35 

Anaesthesia..... .  1 

Anaphrodisia .  1 

Angina  Pectoris .  1 

Anorrhexia.  . . 17 

Aphonia .  2 

Aphthae .  8 

Ascaris  Lumbricoides .  184 

“  Vermicularis .  49 

Ascites .  4 

Asthma .  42 

Biliary  Fistula .  1 

Bright’s  Disease .  5 

Bronchial  Catarrh .  265 

Bronchitis,  Acute .  799 

“  Chronic .  324 

Bronchorrhoea . 86 

Cancer  of  Stomach .  1 

Cancrum  Oris .  3 

Cardialgia .  1 

Cephalalgia . 65 

Cerebral  Congestion  .  3 

Change  of  Life .  1 1 

Chlorosis .  2 

Cholera  Infantum .  31 

“  Morbus .  15 

Chorea .  22 

Colic .  28 

Colica  Pictonum .  4 

Conjunctivitis .  1 

Constipation .  3 13 

Convalescence . 1 

Convulsions .  5 

Coryza .  83 

Cramps .  22 

Croup  Spasmodic .  9 

Cyanosis .  2 

Cystitis .  28 

Debility .  343 

Diabetes  Mellitus .  2 

Diarrhoea,  Acute .  291 

“  Chronic .  71 

Diphtheria . 4 

Diphtheritic  Sore  Throat .  5 

Disaesthesia .  1 


DISEASE. 

Dropsy . 

Dysentery,  Acute . 

“  Chronic . 

Dysmenorrhoea . 

Dyspepsia . 

Dysuria . 

Eczema . 

Elongated  Uvula . 

Emphysema . 

Enlarged  Prostate . 

“  Tonsils . 

Epilepsy . 

Epileptiform  Convulsions 

Epistaxis . 

Erysipelas . 

Erythema . 

“  Nodosum . 

Febricula . 


Fecal  Obstruction .  2 

Fever  Ephemeral .  9 

“  Intermittent .  417 

“  Remittent .  2 

“  Scarlet .  10 

“  Simple  Continued .  10 

“  Thermic .  4 

“  Typhoid .  3 

“  Typho- Malarial  .  1 

Flatulence .  3 

Furuncle . 6 

Gastralgia .  5 

Gastritis,  Acute .  24 

“  Chronic .  4 

Gastro-Hepatic  Catarrh .  7 

Goitre .  5 

Gonorrhoea .  5 

Haematomata .  1 

Haemoptysis .  13 

Heart,  Dilatation  of. .  6 

“  Functional  Disease  of. ...  70 

“  Hypertrophy  of. .  5 

“  Organic  Disease  of .  58 

Hemicrania .  2 

Hemiplegia .  4 

Hemorrhage  from  the  Bowels.. .  .  1 

Hemorrhoids,  External .  13 

“  Internal .  12 

Hepatic  Congestion .  164 

Hernia,  Umbilical .  2 

Herpes,  Circinatus .  3 

“  Zoster .  2 


No.  0/ 
Cases. 

■  9 

.  24 

.  18 

.  29 

•  653 

.  2 

.  41 

•  5 

.  2 

.  1 

.  6 

•  17 

•  9 

•  7 

•  14 

.  2 

1 

12 
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MEDICAL  DISPENSARY  (Continued). 


DISEASE. 

Hooping  Cough . 

Hydrocephalus . 

Hypochondriasis . 

Hysteria . 

Impetigo . 

Inanition . 

Incontinence  of  Urine. . 

Indigestion . 

Insomnia . . 

Jaundice . . 

Laceration  of  Perineum 

Laryngitis,  Acute . 

“  Chronic.... 

Lead  Colic . 

“  Palsy . 

Leucorrhcea . 

Lumbago . 

Malaise . 

Malaria . 

Marasmus . 

Meningitis . 

Menorrhagia . 

Mental  Derangement  . . 

Metrorrhagia . 

Migraine.  . . 

Milk  Fever . 

Miscarriage . 

Muscular  Atrophy . 

Mumps . 

Myalgia . 

Myelitis . 

Nasal  Catarrh . 

Nausea . . . 

Nephralgia . 

Nephritis . .  . . 

Nervous  Debility . 

Nervousness . 

Neuralgia.  . . 

“  Facial . 

“  Intercostal.  .  . 

“  Malarial . 

“  Trifacial  .  . . . 

Odontalgia . 

CEdema . 

(Esophagitis. ......... 

Otitis  Externa. ........ 

“  Media . 

Onanism . . 

Ovaritis . 

Oxaluria . 

Ozoena . 

Palpitation . 

Paralysis . 

“  Agitans . 


No.  of 
Cases. 

.  34 

2 

I 

■  5 

•  i5 


18 

178 

14 

16 
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3 

2 

84 

70 


646 

10 

1 


1 

3 

5 


S 

1 

2 

37 


3i 

7 

8 
6 

25 

28 

97 

6 

1 1 

60 

9 

1 

21 


3 

2 

6 


18 

10 

20 

2 


DISEASE. 


No.  of 
Cases. 


Paralysis,  Infantile .  1 

Paraplegia .  2 

Pericarditis .  1 

Periostitis .  2 

Pharyngitis,  Acute .  119 

“  Chronic .  46 

“  Specific .  23 

“  Ulcerative .  22 

Phthisis,  Advanced .  54 

“  Incipient .  1 94 

Pleurisy,  Acute .  40 

“  Chronic .  10 

Pleurodynia . 27 

Pneumonia,  Acute .  23 

“  Chronic .  12 

Polyuria. .  2 

Pregnancy .  10 

Progessive  Locomotor  Ataxia...  .  1 

Prolapsus  Recti . 6 

Prurigo .  4 

Pruritus  Vulvas .  1 

Psoriasis . . .  2 

Ptyalism .  I 

Puberty .  2 

Pulmonary  Congestion .  2 

Pyrosis .  6 

Pityriasis .  1 

Rachitis .  1 

Renal  Congestion .  29 

“  Calculus .  1 

Rheumatism,  Acute .  206 

“  Articular .  32 

“  Chronic .  119 

“  Specific .  15 

Rheumatoid  Arthritis .  5 

Rhus  Toxicodendron  Poisoning.  .  3 

Rose  Cold . 3 

Rubeola .  1 

Scabies .  4 

Sciatica .  13 

Scorbutus .  7 

Scrofulosis .  38 

Senile  Debility .  2 

Singultus.  .  . . .  . .  1 

Spermatorrhoea . 10 

Suppressio-Mensium .  7 

Stomatitis .  27 

Syphilis .  84 

Tabes  Mesenterica .  4 

Tape  W  orm .  8 

Thrush .  II 

Tonsilitis . 139 

Torticollis.  . .  6 

Urethritis .  3 
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MEDICAL  DISPENSARY  (Continued). 


DISEASE. 

No.  of 
Cases. 

disease. 

No.  of 
Cases. 

Urticaria . 

■  ■  17 

Uterus,  Prolapsus  of. . 

....  13 

Uterine  Diseases,  Unclassified. 

•  ■  14 

“  Retroflexion  of. ... . 

Uterus, 

Anteflexion  of. . 

“  Retroversion  of . . . . 

4 

Cl 

Anteversion  of . 

••  5 

Vaginitis . 

....  7 

CC 

Cancer  of. . 

Vesical  Irritation . 

5 

CC 

Endometritis . 

“  Paralysis . 

....  3 

cc 

Hemorrhage  from.  . . . 

4 

Vertigo . 

cc 

Metritis . 

4 

Vomiting . 

cc 

Fibroma  of . 

I 

Wrist-Drop . 

CC 

Hypertrophied  Cervix 

of  3 

Non-specified . . . 

....  147 

cc 

Abrasion  of  “ 

“  10 

Cl 

Ulceration  of  “ 

“  10 

Total.. . . . 

....8,387 

HENRY  D.  HARVEY,  M.D.,  Resident  Physician. 


REPORT  OF  THE  SURGICAL  DISPENSARY, 

FOR  1878. 


Abrasions .  5 

Abcess .  206 

Adenitis .  68 

Adenoma .  2 

Amputations,  of  Fin¬ 
gers  and  Toes. .. .  15 

Anchylosis .  6 

Anthrax .  5 

Arthritis .  11 

Aphthae .  10 

Alopoecia .  1 

Balanitis .  2 

Bites .  16 

Bronchocele .  5 

Bubo .  3 

Bunion .  2 

Burns .  38 

Bursitis .  4 

Bursa  Ganglionic...  jo 

Bow  Leg . 

Brush  Burn .  11 

Cancrum  Oris .  1 

Carcinoma . 3 

Caries . 3 

Cellulitis .  18 

Chancre . 4 

Chancroids .  3 

Chapped  Hands. .. .  1 


Cicatrices  from 


Burns .  3 

Clavus.  . .  2 

Contusions .  299 

Concussion  of  Brain.  1 

Condylomata . . .  4 

Coxalgia .  5 

Curvature  of  Spine.  .  4 

Cystitis .  4 

Dactylitis .  3 

Dentition .  1 

Elongated  Uvula. .. .  1 

Epididymitis .  2 

Epistaxis .  3 

Epithelioma .  4 

Erysipelas .  18 

Exostosis .  4 

Erectile  Papiloma..  .  1 

Fistula  in  Ano .  3 

Fistula,  Buccal .  2 

Fissure  of  Lip .  2 

Foreign  body  in  Ear.  2 


“  Eye.  6 

“  Foot.  4 

“  Hand  15 

“  Nose  3 

“  Knee  1 

“  Arm.  3 


Foreign  body  in  Leg.  I 
Foreign  body  in 

(Esophagus .  2 

Foreign  body  in 

Pharynx .  I 

Foreign  body  in 

Stomach .  1 

Fractures. 

Acromion .  1 

Clavicle . 17 

Humerus .  12 

Inferior  Maxilla.  .  3 

Femur .  1 

Metacarpus .  12 

Metatarsus .  1 

Maleolus .  2 

Nasal  Bones .  2 

Phalanges .  6 

Radius .  32 

Radius  and  Ulna.  9 

Ribs .  30 

LTlna .  3 

(Old)  Fractures .  25 

(Ununited)  Fractures  1 
Fracture  of  Scapula..  2 
Fingers  (Supernu¬ 
merary) .  1 

Frost  Bite .  9 


SURGICAL  DISPENSARY  (Continued). 


Furun  cuius . 

I  I 

Pernio . . 

2 

Tinea  Favosa  . 

I 

Phimosis . 

8 

Spondylitis . 

2 

Gonorrhoea . 

8 

Poison :  from  Rhus 

Sprains . 

225 

Gummata . 

5 

Toxicodendron.  . . 

51 

Stomatitis . 

7 

Goitre . . 

2 

Polypus  in  Nose. . . , 

3 

Stricture  of  Urethra.. 

6 

Haemorrhoids . 

36 

Prolapsus  Recti . 

8 

Synovitis . 

I  I 

Hernia  Inguinal .... 

7 

Prurigo . 

5 

Syphilis . 

LI 

“  Scrotal . 

5 

“  zEstivalis  . .  . 

6 

“  Secondary.. 

l6 

“  Umbillical... 

5 

Pruritus  Vulv'se . 

2 

“  Tertiary.... 

21 

Haem  atom  a . 

2 

Pustule,  Malignant... 

I 

“  Inherited... 

2 

Hyperesthesis . 

I 

Rachitis . 

4 

Talipes  Varus . 

2 

I 

Ran  ul  a . 

2 

Teeth  Extracted. . . . 

I  I  I 

Hydrocele.  . . 

IO 

Retention  of  Urine... 

I 

Tendon,  Contraction 

Hypertrophy  of  Pros- 

Rheumatism . 

J5 

of . 

I 

tate . 

3 

“  Traumatic 

5 

Tenosynovitis . 

8 

Hsematuria . 

I 

Rheumatoid  Arthritis 

6 

Tonsilitis . 

6 

8 

Scalds . 

9 

19 

Torticollis . 

4 

Irritated  Stump . 

4 

Scrofula . 

Toe-Supernum  erary . 

1 

Lipoma . 

I 

Sarcocele . 

I 

Tongue  Tie . 

2 

Lumbago.. . . 

5 

Sinus . . . 

3 

Traumatic  Paralysis. 

4 

Luxations. 

“  Carpus.... 

3 

Skin  Diseases. 

“  Pleuritis.. 

Tumors,  Unclassified 

1 

16 

“  Clavicle... 

1 

Acne  Rosacese. .. . 

25 

“  Sebaceous.. 

6 

“  Humerus.. 

6 

Ecthyma . 

I  I 

“  Cystic . 

7 

“  Inferior 

Eczema . 

55 

Ulcers . 

25 

Maxilla. .  . 

I 

“  Capitis... 

IOO 

“  Indolent . 

33 

“  Phalanges. 

4 

Dermatitis . 

2 

“  Phlegmonous. 

21 

“  Metacarpus 

2 

Erythema. .  ..... 

13 

“  Specific . 

23 

“  Elbow . 

2 

Intertrigo . 

5 

“  Varicose . 

30 

Mammitis . 

7 

Herpes . . 

18 

“  Laryngeal. . .  . 

I 

Aloluscum  Fibrosum. 

I 

“  Labialis. . . 

4 

“  Vaccine . 

4 

Nsevus . 

I 

“  Zoster . 

4 

Urethritis . 

I 

Necrosis . . 

8 

“  Circinata. . 

IO 

Urticaria . 

14 

Neuralgia, Traumatic 

7 

Impetigo . 

23 

Varicella . 

I 

CEdema . 

6 

Lichen . 

I 

Varicocele . 

I 

Onychia . 

22 

Porrigo  Favosa. .  . 

3 

Varicose  Veins . 

9 

Orchitis . 

7 

Pemphigus . 

3 

Verrucas . 

I 

Osteitis . 

7 

Pityriasis . 

4 

15 

Warts . 

5 

Odontalgia . 

6 

Psoriasis . 

Wounds. 

Ozasna . 

13 

Purpura . 

2 

“  Contused. .  . 

35 

Paralysis . 

I 

Rupia . 

I 

“  Gunshot.... 

14 

84 

106 

Paraphimosis . 

I 

Seborrhcea . 

2 

“  Incised . 

Paronychia . 

18 

Scabies . 

22 

“  Lacerated... 

Parotiditis . 

2 

Sycosis . 

6 

“  Poisoned.  . . 

7 

“  Suppurative. 

I 

Tinea  Tonsurans .. 

I 

“  Punctured.. 

7 

Pharyngitis . 

0 

“  Circinata. .  . 

2 

No  Diagnosis . 

86 

“  specific.  . 

I 

“  Capitis  .... 

0 

O 

“  ulcerative 

4 

“  Urticaria. .  . 

3 

Total . 2770 

Periostitis . 

8 

Respectfully  submitted, 

H.  H.  BICKFORD,  M.D., 

Resident  Physician. 
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EEPOBT  OB’ 

364  CASES  OF  EYE  AND  EAR  DISEASE 

TREATED  AT 

THE  EYE  AND  EAR  DISPENSARY  OF  THE  HOSPITAL. 


EYE  CASES. 


Affections  of  the  Lid. 

Blepharitis . 12 

Burn .  1 

Chalazion .  3 

Distichiasis .  1 

Ekthyma .  I 

Hordeolum .  4 

Affections  of  Lachrymal  Apparatus. 

Abscess  of  Duct .  2 

Obstruction  of  Duct .  4 

Muscular  and  Nervous  Affections. 

Insufficiency  of  Internus .  1 

Strabismus  Convergens .  7 

“  Divergens . .  1 

Paresis  of  Inferior  Rectus. .....  1 

Paralysis  of  Orbicularis .  1 

“  Superior  Oblique. ...  X 

“  Internal  Rectus .  1 

Neuralgia  of  Infra-orbital  Nerve.  1 

Affections  of  Conjunctiva. 

Hypersemia  Conjunctivalis .  6 

Conjunctivitis,  Catarrhalis,  Acuta  6 

“  “  Chronica  24 

“  Granulosa,  Chronica  1 1 

“  Phlyctsenulosa .  20 

“  Neonatorum .  1 

Corpus  Alienum .  3 

Ecchymosis  Conjunctivalis .  4 

Affections  of  Cornea  and  Sclerotic. 

Keratitis  Phlyctsenulosa,. .  12 

“  Parenchymatosa .  4 

“  Pannosa .  4 

“  Ulcerativa .  6 

Ulcus  Cornese  Serpens .  1 

Macula  Cornese .  5 

Leucoma  Totale .  2 

Staphyloma  Cornese .  1 

Lacerated  Wound  of  Cornea  and 

Cl  erotica .  1 

Corpus  Alienum  in  Cornea .  4 

Affections  of  Iris,  Ciliary  Body  ana 
Choroid. 

Iritis .  7 

Irido-Keratitis .  1 


Choroiditis .  3 

Coloboma  Iridis .  1 

Glaucoma  Acute .  3 

“  Chronic .  2 

Affections  of  Retina  and  Optic  Nerve. 

Hypersemia  Nervi  Optici .  6 

Atrophia  “  “  .  5 

Retinitis .  1 

“  Pigmentosa .  1 

“  Traumatica .  1 

Retina  Choroiditis .  2 

Neuro  Retinitis .  2 

Separation  of  Retina .  I 

Affections  of  Crystalline  Lens. 

Cataract,  Senile .  3 

“  Incipient .  7 

“  Soft .  1 

Affections  of  Eye  Ball. 
Phthisis  Bulbi .  4 

Anomalies  of  Refraction  and  Accom¬ 
modation. 

Myopia .  6 

Hypermetropia . .  2 

Astigmatism,  Myopic .  2 

“  Hypermetropic  ....  8 

Paresis  of  Accommodation .  2 

Presbyopia .  2 

Cases  unrecorded .  x 


EAR  CASES. 

Diseases  of  External  Ear. 


Eczema  of  Auricle .  7 

Torn  Lobule .  1 

Foreign  body  in  Meatus .  2 

Polypus .  1 

Eczema  of  External  Meatus .  3 

Obstruction  of  Meatus  from  Ceru¬ 
men  .  18 

Stenosis  of  External  Auditory 

Canal . 2 

Otitis  Externa  Diffusa .  10 

“  “  Circumscripta.  ...  7 

Atresia  of  External  Meatus .  1 
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EYE  AND  EAR  CASES  (Continued). 


Diseases  of  Middle  Ear. 


Otitis  Media  Suppurativa  Acuta..  5 

“  “  Chronica  23 

“  Catarrhalis  Acuta. .  .  13 

“  “  Chronica  13 

“  Hyperplastica .  9 

Disease  of  Mastoid .  3 

Tinnitus  Aurium .  I 

Otalgia .  1 

Deaf  Mutism .  1 

Unrecorded .  3 


Operations. 

Cataract  Extraction,  Peripheric 


Linear . . .  1 

Discission . 

Iridectomy . 

Tenotomy  of  Internal  Rectus...  . 

Enucleation . 

Tarsal  Turnom .  2 

Bowman’s  Canaliculus  operation.  3 

Polypi  Aural  removed .  6 

Operation  for  Torn  Lobule .  1 

Total .  26 


Whole  number  of  Eye  and  Ear  Cases  since  July,  1878 .  364 

Whole  number  of  Visits  made. . . .  1232 

Grand  Total,  including  cases  previous  to  July . 461 


The  additional  97  cases  of  Eye  and  Ear  Disease  were  treated  at  the  general  sur¬ 
gical  dispensary  during  1878,  prior  to  the  establishment  of  the  special  dispensary. 

ALBERT  G.  HEYL,  M.  D., 

S.  D.  RISLEY,  M.  D., 

Ophthalmic  and  Aural  Surgeons. 


h  U)  moi 
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RAILROAD  ACCIDENTS. 


No.  of 
Register . 

Na?ne  of  Patient. 

Age. 

Name  of  Railroad. 

No.  of 
Days  in 
Hospital. 

Results. 

40 

Jno.  Eggert . 

18 

Phila.  &  Trenton  R.R. 

5 

Recov’d. 

52 

Elwood  Keeley . 

22 

Newtown  Sq.  R.R . 

13 

Died. 

Wm.  Antrim . 

12 

Reading  R.R . 

QO 

Recov’d. 

jj 

95 

Christian  Klenk.  . . . 

38 

N.  P.  R.R . 

48 

t  < 

103 

ArmstrongThompson 

33 

Reading  R.R . 

18 

Improved 

Chris.  Donegan . 

42 

tt  a 

14 

Recov’d. 

178 

Jno.  Fetters . 

21 

a  a 

4 

Improved 

180 

Casper  Zengalbach.  . 

35 

u  tt 

57 

Recov’d. 

187 

August  Fastnacht. .  . 

i5 

a  a 

38 

tt 

217 

Wm.  Hill . 

IO 

tt  a 

2L 

tt 

217 

Bey  Koelp . 

40 

5th  &  6th  P.R.R . 

9 

Died. 

235 

Elijah  W.  Cannon.  . 

32 

2d  &  3d  “  . 

14 

Improved 

26C 

Otto  Eichbergh . 

20 

5th  &  6th  “  . 

23 

Cured. 

267 

Henrv  Crason . 

36 

Reading  R.R . 

20 

Recov’d. 

2  83 

Jas.  M.  Coyle . 

23 

it  it 

I 

Died. 

362 

Chas.  Slater . 

10 

ft  it 

22 

Cured. 

416 

Dan’l  Makell . 

I  I 

tt  tt 

I 

Died. 

424 

Jennie  Brad)' . 

22 

5th  &  6th  P.R.R . 

l 

Recov’d. 

447 

Harry  Waters . 

3 

Union  Line  “  . 

27 

tt 

482 

Barney  Doran . 

231 

Reading  R.R . 

4Q 

tt 

C4.8 

Pat.  Hootahan . 

30 

North  Penn  R.R . 

14 

ft 

549 

Jas.  Fahy . 

40 

tt  tt  tt 

3 

Died. 

556 

.Nicholas  Henson...  . 

19 

Reading  R.R . 

7 

Recov’d. 

c6r 

Frank  Ramsey.. 

20 

North  Penn  R.R . 

1 

Improved 

Coo 

Thos.  Clawson . 

32 

a  tt  a 

31 

tt 

619 

Michael  Gleason. . .  . 

48 

Mine  Hill  Br.  R.R.... 

61 

Recov’d. 

645 

Jno.  Mulherren . 

35 

Reading  R.R . 

148 

Improved 

668 

George  Stephenson. . 

3i 

tt  tt 

15 

Recov’d. 

760 

Chris.  Snyder . 

25 

ft  tt 

35 

ft 

771 

Geo.  Hutch . 

22 

North  Penn  R.R . 

36 

it 

807 

Tno.  Buenger . 

60 

ft  ft  it 

4° 

tt 

809 

Hugh  Dougherty.. .  . 

18 

Reading  R.R. . . . 

63 

tt 

840 

Jas.  Kenworthy . 

12 

tt  tt 

38 

tt 

845 

Mary  Fitzpatrick. . .  . 

45 

5th  &  6th  P.R.R . 

3 

Improved 

860 

Jonathan  Rever . 

31 

Reading  R.R . 

44 

it 

1038 

fas.  Duffy . 

3Q 

North  Penn  R.R . 

1 

Died. 

IO42 

Wm.  Burke . 

21 

Reading  R.R . 

Remain’g 

1 004 

Benj.  Mortelus . 

65 

North  Penn  R.R . 

1 

Died. 

1 14”? 

Marg.  Harsh . 

6l 

ft  tt  ft 

Remain’g 

571 

Frank  Rhodes . 

46 

5th  &  6th  Street  Line.  . 

34 

Recov’d. 

792 

Sam.  Hoff. . 

l6 

tt  ft  tt 

22 

Improved 

028 

Jacob  Martin . 

28 

Reading  R.R . 

28 

Recov’d. 

Q33 

Thos.  Farry . 

42 

North  Penn  R.R . 

23 

tt 

7  mJ  sj 

q6i 

Pat.  Blunt' . 

Reading  R.R . 

21 

Died. 

1057 

Felix  McHonany...  . 

55 

ft  tt 

25 

tt 

u8i 

Thos.  Collins . 

l6 

ft  tt 

Remain’g 
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Expenditures  by  the  Superintendent  of  the  Hospital  of  the  Protestant  Episcopal 
Church  in  Philadelphia,  for  the  year  ending  December  gist,  1878. 


MEDICAL  DEPARTMENT. 


Medicines . . .  $2,881  64 

Wine .  291  58 

Brandy  and  Spirits .  592  74 

Porter  and  Ale . 286  40 

Surgical  Instruments .  160  74 

Splints,  Bandages,  Carded  Cotton,  &c .  1,394  7* 

Ice .  234  19 

Apothecary  Shop  Furniture .  65  94 


HOUSEHOLD  EXPENSES. 

Meat .  $6,908  70 

Fish . , . . . . .  344  28 

Poultry .  1,009  °5 

Eggs .  1,054  73 

Butter .  1 ,598  25 

Lard .  94  34 

Potatoes  and  Vegetables . 832  32 

Fruit . 71  12 

Bread .  2,073  24 

Cheese .  92  49 

Milk .  2,555  70 

Vinegar .  25  8 1 

Sugar .  705  80 

Molasses .  117  57 

Tea.  . .  465  78 

Coffee . 336  09 

Barley,  Rice,  Corn  Meal,  Flour,  &c .  295  93 

Mustard  and  Spices .  59  58 

Furniture,  Bedding,  Dry  Goods,  &c .  1,167  24 

Lamps,  Oil,  Candles,  and  Gas .  1,48°  46 

Coal . 3,545  25 

Water  and  Plumbing .  245  37 

Soap,  Starch,  &c .  352  12 

Stoves  and  Furnaces .  44  xo 

Stationery  and  Printing .  176  38 

Food  for  Horses  and  Cows . 397  39 

Shoeing  Horses,  &c .  59  75 

Carriages  and  Harness .  213  97 

Salary  and  Wages .  10,688  00 

Burial  Fund .  36  00 

Garden .  226  00 

Library .  12  00 

Live  Stock  and  Implements .  54  60 

Insurance .  31  25 

New  Building .  212  50 


$S>9°7  94 


37,573  59 


Net  cost  of  maintaining  Hospital  and  Dispensary.  $43,481  53 

Additional  amounts  drawn  from  the  Treasury,  viz.  : 

Improvements  and  Repairs .  6,875  21 


Total  amount  drawn  from  Treasury .  $50,356  74 
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Number  of  patients  under  treatment  during  the  year .  1,31 1 

Average  daily  number .  117 

Average  number  of  days  each  patient  was  under  treatment .  37 


Number  of  patients  under  treatment  during  the  year .  1,31 1 

Average  daily  number .  117 

Average  number  of  days  each  patient  was  under  treatment .  37 


Pay. 

Free. 

Total. 

Number  of  Patients  remaining  in  the  Hospital,  January 
1st,  1878 . 

18 

216 

90 

987 

108 

1203 

Admitted  during  the  year . 

Total  number  treated  in  1878 . 

Discharged . 

234 

226 

1077 

984 

I3II 

I2IO 

Remaining  December  31st,  1878 . 

8 

93 

IOI 

CONDITION. 

DENOMINATION. 

660  were  cured. 

324  Episcopalians. 

424  were  improved. 

329  Romanists. 

36  were  without  improvement. 

56  Presbyterians. 

90  died. 

98  Methodists. 

101  were  remaining. 

41  Baptists. 

894  were  males. 

137  Lutherans. 

309  were  females. 

218  Unrecoi-ded. 

NATIVITY  OF 

PATIENTS. 

NATIVITY  OF 

PATIENTS. 

Admitted  during  1878. 

Admitted  since  opening  of  the  Institution. 

United  States . 

.  597 

LTnited  States . 

England . 

.  89 

England . 

Ireland . 

.  254 

Ireland . 

Scotland . 

Scotland . 

Germany . 

.  1 13 

Germany . 

Sweden  and  Norway. 

.  5i 

Sweden  and  Norway .  226 

Other  Countries . 

Other  Countries.  . . 

.  883 

Total . 

Total . 

S.  R.  KNIGHT,  M.D.,  Superintendent. 
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ARTICLES  RECEIVED  BY  THE  SUPERINTENDENT  FOR 

THE  PATIENTS. 


From  St.  Mark’s  Aid  Association,  27  cans  of  tomatoes,  12  cans  of  peas, 
6  cans  peaches,  12  bottles  of  tomatoes,  4  tumblers  of  jellies,  8  dozen 
lemons,  6  dozen  oranges,  a  lot  of  magazines  and  religious  papers,  and  a 
quantity  of  old  linen. 

From  Mrs.  Charles  Willing,  Church  papers  and  illustrated  papers  for 
the  patients. 

From  a  lady,  per  Dr.  Starr,  \  dozen  shirts  for  the  male  patients. 

From  St.  Mark’s  Church  Aid  Association,  4  shirts,  2  pair  of  pants,  2 
pair  of  drawers,  1  vest,  10  jars  of  jellies,  7  pairs  of  slippers,  a  few  books 
and  papers,  10  oranges,  a  small  bag  of  hops,  and  some  old  linen. 

From  Miss  Baecler,  a  quantity  of  clothing  for  the  patients  in  female 
ward. 

From  a  friend,  a  quantity  of  Sunday  and  Illustrated  London  News. 

From  The  Workingmen’s  Club  of  St.  Stephen’s  Church,  a  quantity  of 
books  and  pamphlets. 

From  Rev.  Dr.  Weld,  Riverton,  N.  J.,  books  and  papers. 

From  Mr.  Santee,  1  water-bed,  one  wheel-chair. 

From  Mrs.  I.  D.  Sheaf,  Littell s  for  1875-6  and  7. 

From  the  Social  Art  Club,  per  Mr.  Wm.  Platt  Pepper,  Graphics, 
Vanity  Fair  and  other  pictorials,  for  the  patients. 

From  The  Bible  Class  Missionary  Society  of  the  Holy  Trinity  Chapel, 
59  night  gowns,  per  Miss  Jackson. 

From  Mrs.  Alexander  Brown,  28  jars  of  jellies. 

From  St.  Mark's  Church  Aid  Association,  9  cans  of  tomatoes,  2  peaches, 
2  bottles  of  spiced  peaches,  1  can  pickled  tomatoes,  4  tumblers  of  jellies, 
1  bottle  tomato  catsup,  5  pairs  of  carpet  slippers,  4  pairs  of  new  shoes,  9 
white  shirts,  2  suits  of  men’s  clothes,  1  hat,  1  pair  drawers,  some  old 
linen,  2  pair  gum  shoes,  and  $2. 

From  Mrs.  John  Cook,  1  bundle  of  old  linen,  per  Miss  Buchanan. 

From  St.  Peter’s  Church  Sunday  Schools,  for  children’s  ward,  per  Mrs. 
Markoe’s  class,  1  dozen  sheets,  1  dozen  pillow  slips,  2  dozen  towels,  13 
wrappers,  1 1  night  gowns. 

From  Miss  Murphy,  a  quantity  of  books  (and  $29.34  for  the  purchase 
of  books)  for  patient’s  library. 

From  St.  Mark’s  Church  Aid  Association,  oranges,  14  cans  of  toma¬ 
toes,  2  cans  of  peas,  3  tumblers  of  jellies,  i  f  dozen  lemons,  a  lot  of  straw¬ 
berries,  1  old  quilt  and  some  old  linen. 

From  Dr.  Hartshorne,  books  for  Medical  Library. 
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From  Miss  Boeder,  i  picture,  “  Rock  of  Ages,”  books,  papers,  and  some 
clothing  for  female  patients,  and  a  quantity  of  cut  flowers. 

From  The  Flower  Mission  of  Germantown,  a  quantity  of  cut  flowers. 

From  C.  D.  Peirce,  periodicals  and  papers. 

From  Miss  Baeder,  strawberries  and  flowers. 

From  Mrs.  Alexander  Brown,  underclothing  for  men  and  women. 

From  Miss  Hollingsworth,  Christ  Church  Bible  Class,  gowns  for  the 
patients. 

From  Mrs.  Bailey,  a  quantity  of  old  linen. 

From  Robertus,  Mamy  and  Ellis  C.,  children  of  Mrs.  Robert  Shoe¬ 
maker,  I  mattrass,  i  bolster,  i  pillow,  I  pair  of  blankets,  3  spreads,  7 
sheets,  and  7  pillow  slips  for  children’s  ward. 

From  Mrs.  John  E.  Cope,  14  small  dresses  for  children,  a  quantity  of 
white  and  colored  napkins,  Sunday  Magazines,  old  linen  covers  for 
furniture. 

From  Miss - ,  a  quantity  of  magazines,  per  Mr.  Jno.  C.  Browne. 

From  Miss  Baeder,  slippers  for  the  patients. 

From  H.  Everett,  12  dozen  ointment  cans,  $4. 

From  Dr.  Anders,  1  urinometer.  t 

From  Mrs.  Merrick,  grapes  for  the  patients. 

From  Mrs.  Jno.  E.  Cope,  jellies. 

From  Miss  Baeder,  grapes  for  the  patients. 

Frorq  Rose  McFadden,  1  carpet  for  private  room. 

From  Miss  Hollingsworth,  25  pillow  slips  and  some  old  linen. 

From  St.  Luke’s  Sewing  Society,  per  Miss  Vandervoort,  13  pairs  of 
men’s  drawers,  4  chemises,  5  night  gowns,  3  shirts  and  7  pairs  of  drawers. 

From  Christ  Church  Missionary  Association,  per  Miss  Hollingsworth, 
40  pillow  slips,  6  bed  spreads. 

From  St.  Mark’s  Aid  Association,  19  turkeys,  21  cans  of  tomatoes,  6 
cans  of  corn,  4  do.  peaches,  1  do,  peas,  2  do.  green  gauges,  9  dozen 
oranges,  3  dozen  lemons,  6  papers  corn  starch,  1  tub  roseberry  jelly,  5 
dozen  bananas,  1  package  hominy,  1  tumbler  of  jelly,  1  box  raisins,  16 
quarts  cranberries,  ij  peck  of  apples,  2  lbs.  grapes,  4  lbs,  oat  meal,  1  lb. 
crackers,  2  lbs.  dried  apples,  old  linen,  books,  toys,  &c. 

From  Mrs.  Starr,  6  flannel  and  6  muslin  shirts  for  male  patients. 

From  Mr.  Robert  Shoemaker,  $50,  for  medicines. 

From  Dr.  Edward  Hartshorne,  1  microscope,  surgical  instruments  and 
books. 

From  the  author,  1  copy  of  Ashhurst’s  Surgery,  2d  edition. 

From  Sunday  School  of  St.  Peter’s  Church,  Germantown,  sundry  books. 

From  Mrs.  J.  M.  Hall,  toys  and  books  for  children. 

From  Miss  Miller,  books,  blocks  and  dolls  for  children. 

From  Miss  Peirsoll,  $1,  for  Christmas  tree. 

From  Miss  Baeder,  toys  for  children. 

From  Dr.  Starr,  $2,  for  children’s  tree. 
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From  a  Friend,  per  Dr.  D.  I.  Milton  Miller,  $5,  for  children’s  tree. 

From  W.  W.  Frazier,  Jr.,  $10,  for  children’s  tree. 

From  Alexander  Brown,  $20,  for  children’s  tree. 

From  St.  Mark’s  Church  Aid  Association,  37  cans  of  tomatoes,  1  barrel 
of  apples,  2  lbs.  of  grapes,  ij  lbs.  hops,  8  quarts  of  cranberries,  10 
turkeys,  1  box  of  apple  marmalade,  2  dozen  oranges,  and  books,  papers, 
&c. 

From  Mrs.  Jno.  E.  Cope,  J  dozen  men’s  shirts,  8  lbs.  white  grapes, 
books  and  papers. 

From  Sewing  Society  of  Trinity  Chapel,  Crescentville,  per  Miss  Bu¬ 
chanan,  20  shirts  for  men,  and  6  quilts  for  children’s  beds. 

From  Thomas  Drake,  Esq.,  a  handsome  marble  tablet  placed  in  the 
Chapel,  north  end  wall,  in  memory  of  his  daughter,  Clara  M.  Drake,  in 
whose  name  he  had  contributed  $5,000  to  the  East  Wing  Building  Fund. 
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CHAPLAIN’S  REPORT. 

To  the  Rt.  Rev.  Win.  Bacon  Stevens,  D.D. 

I  hereby  report  that  throughout  the  year  1878, 1  have 
been  engaged  in  the  discharge  of  my  various  duties. 
The  statistics  of  some  of  these  cannot  be  easily  given ; 
the  summary  of  other  official  acts  is  as  follows: 


Chapel  Services . . .  214 

Ward  “  on  week  days . . .  1360 

Other  “  .  12 

Total  “  . . . 1586 


Baptisms  214.  Presented  for  confirmation  55.  Holy 
Communion,  public  15,  private  32;  total  47  times. 
Marriages  1 1.  Funerals,  of  which  37  were  patients,  85. 

The  opportunities  for  ministering  to  the  spiritual 
condition  of  the  patients  have  been  both  very  great 
and  interesting.  I  trust  that  by  the  divine  blessing  the 
setting  forth  of  the  truths  of  the  Holy  Gospel  may 
prove  very  fruitful  of  good  to  many  of  those  who  have 
been  inmates  of  this  Institution.  Mr.  H.  D.  Waller,  of 
the  Divinity  School,  continues  to  render  excellent  aid 
on  Sundays. 

The  Hospital  Mission,  of  which  I  am  ex-officio  the 
minister,  has  been  quite  prosperous  during  the  past 
year.  It  numbers  1400  souls  in  its  Sunday  School  and 
Bible  Classes  and  340  bona  fide  Communicants.  In 
common  with  the  Church  at  large  and  our  city,  it  has 
this  year  mourned  the  death  of  its  early,  devoted  and 
constant  friend,  Mr.  Wm.  Welsh,  the  ever-active  wit¬ 
ness  and  worker  for  Christ  and  humanity. 

DAVID  H.  LOVEJOY,  Chaplain. 
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IV.  W.  Frazier,  Jr.,  Treasurer ,  in  Account  with  the  Hospital  of  the  Protestant 
Dr.  Episcopal  Church. 


IS7S- 

Jan’y  1 

To  balance . 

Free  Bed  Account. 

Jan’y  1 

To  Mrs.  L.  H.  Shober,  per  Church  of  Epiphany 

$200  00 

“  8 

W.  P.  and  D.  Pepper,  Memorial  to  Wm. 

Platt,  Jr.,  for  1877 . . 

200  OO 

“  17 

John  Ashhurst . 

200  OO 

“  17 

Mrs.  Catharine  H.  Bowie . 

200  OO 

Feb.  27 

Charle*.  Wheeler,  per  Church  of  Redeemer, 

Lower  Merion . 

2ZO  OO 

April  2 

Mrs.  J.  W.  Robins . 

Ln  < 

O 

O 

O 

May  14 

Mrs.  Prevost  and  Miss  Reeves . 

200  OO 

Tune  7 

Sunday  School  of  all  Saints'  Church . 

200  OO 

“  19 

St.  Peter’s  Church,  St.  Barnabas  Bed . 

200  OO 

“  19 

“  “  Memorial  Bed . 

200  OO 

July  22 

W.  P.  and  D.  Pepper,  Memorial  to  Wm. 

Platt,  Tr . 

200  00 

Sept.  16 

E.  S.  Buckley . 

200  OO 

Nov.  12 

Mrs.  Joseph  W.  Ryerss . 

200  OO 

“  12 

Robert  Wain  Ryerss . 

200  OO 

“  3° 

F.  Mortimer  Lewis . 

200  OO 

Dec.  2 

St.  Peter’s  Church,  Thanksgiving  Bed.. .  . 

200  OO 

“  9 

St.  Paul’s  Church,  Chestnut  Hill . 

200  OO 

“  16 

Sunday  School  of  St.  Andrew’s  Church.  . 

200  OO 

“  31 

Mrs.  Biddle’s  Bible  Class . 

125  OO 

“  31 

Mrs.  L.  IT.  Shober,  per  Church  of  Epiphany 

200  OO 

Contributions. 

Jan’y  3 

Burns  &  Smucker . 

50  00 

“  4 

Charles  Spencer . 

200  OO 

“  17 

John  Bromley  &  Son . 

50  00 

(<  22 

Abraham  Baker . 

IOO  OO 

c  ‘  22 

Ephraim  Clark . 

20  OO 

“  24 

Miss  White . . . 

5  00 

Feb.  8 

Fifth  and  Sixth  Streets  Passenger  R.R.  .  . 

200  OO 

“  8 

Bromley  Bros . 

IOO  00 

“  I  I 

Cash  from  a  Friend . 

1,000  00 

“  1 1 

Enterprise  Manufacturing  Co . 

50  00 

“  11 

C.  C.  F . 

I  OO 

“  1 1 

Dr.  Caspar  Morris,  towards  cost  of  por- 

traits  of  Bishops  of  Penna . 

IOO  00 

“  J3 

E.  H.  Fitler,  1st  dividend  on  100  shares 

Centennial  Stock  contributed  by  him.  .  . 

272  00 

“  J3 

Coskey,  Morgan  &  Goulbert . 

15  00 

“  16 

Second  and  Third  Streets  Passenger  R.R. 

200  OO 

“  20 

Wilbraham  Bros . 

50  00 

“  20 

John  Teaz . 

25  OO 

(( 

Thomas  Dolan  &  Co . 

25O  OO 

Amounts  carried  forward . 

$2,688  00 

£5.642  27 
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W.  IV.  Frazier,  Jr.,  Treasurer,  in  Account  with  the  Hospital  of  the  Protestant 

Episcopal  Church.  Dr. 


Feb.  27 

Amounts  brought  forward . 

To  James  and  Thomas  Haig . 

$2,688  00 
20  00 

1 

1  1^,642  27 
i 

“  27 

Employes  of  ditto . 

14  25 

“  27 

Mr.  Boles . 

10  00 

“  27 

J.  Rose  &  Son . 

20  00 

“  28 

A.  J.  Drexel . . 

500  00 

March  13 

J.  H.  Webster . 

50  00 

“  28 

Miss  Sallie  K.  Broomhall . 

10  00 

April  1 5 

K.  R . 

20  00 

May  1 

Williamson  Brothers . 

20  00 

“  29 

Cash . 

18  00 

“  29 

William  and  Harvey  Rowland . 

100  00 

July  10 

C.  F.  Schroeder . 

20  00 

“  22 

Miss  E.  H.  Merrick . 

500  00 

Aug.  10 

Harper  &  Fernan . 

10  00 

Nov.  27 

Joseph  Johnson . 

100  00 

“  27 

L . 

50  00: 

“  27 

Rev.  James  Saul,  D.D . 

100  00 

“  29 

A  Friend . 

2  00 

“  29 

W.  C.  Houston,  per  Church  of  Atonement 

100  00 

“  29 

Pilling  &  Madely . 

100  00 

Dec.  2 

Burns  &  Smucker . 

so  00 

«(  2 

John  Bradford . 

50  00 

7 

Mrs.  W.  C.  Swann . 

25  00 

“  13 

A.  H.  Miller . 

200  00 

“  i3 

Mrs.  A.  H.  Miller . 

5°  00 

“  18 

A  Friend . 

35  00 

“  18 

A  Friend . 

IO  OO 

“  23 

Edward  Rowland . 

25  00 

“  26 

E. A.  Cope . 

200  OO 

“  26 

Wilbraham  Brothers . 

5°  00 

“  30 

A  Grateful  Patient.  . . 

3  00 

“  3i 

S.  P.  N . 

500  00 

“  31 

Geo.  Boyd  &  Son . 

50  00 

Jan’y  2 

Collections  from  Churches. 

St.  Mark’s  Church,  Frankford . 

1,005  68 

5,700  25 

4 

Christ  Chapel,  Eddington . 

2  66 

“  7 

Sunday  School  of  Church  of  St.  Matthias 

25  00 

“  7 

Church  of  Our  Merciful  Saviour..  . . 

IO  09 

“  7 

Gloria  Dei  Church . 

38  65 

“  9 

St.  Mark’s  Church . 

7  00 

“  12 

All  Saints’  Church,  Moyamensing . 

10  00 

“  17 

St.  Peter’s.  Church,  Germantown . 

30  64 

“  24 

Emmanuel  Church,  Kensington . 

12  65 

Feb.  7 

St.  Alban’s  Church,  Roxborough . 

3  6  j 

“  I  I 

Church  of  the  Good  Shepherd,  Kensington 

6  31 

“  13 

Church  of  the  Incarnation . 

80  00 

“  x3 

St.  Luke’s  Church . 

12  OO 

“  19 

Memorial  Church  of  the  Holy  Comforter 

26  63 

Amounts  carried  forward . 

$1,270  92 

) 

$11,342  52 

4 
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IV.  IV.  Frazier,  Jr.,  Treasurer,  in  Account  with  the  Hospital  of  the  Protestant 
Dr.  Episcopal  Church. 


Feb. 

April 


May 


Ni 


f  >ec. 


• 

Amounts  brought  forward . 

$1,270  92 

27 

To  Emmanuel  Church,  Holmesburg . 

33  <2 

8 

Trinity  Church,  Maylandville . 

3  44 

9 

Church  of  the  Redeemer,  Lower  Merion. 

tor  56 

12 

Christ  Church,  Media . 

12  90 

1 

Sunday  School  of  Church  of  the  Beloved 
Disciple . . . 

1  ‘3 

'4 

Church  of  the  Advent . . . 

92  OO 

29 

St.  Luke’s  Church . 

1.416  01 

29 

Church  of  the  Transfiguration . 

12  61 

29 

Church  of  Our  Merciful  Saviour . 

10  61 

29 

St.  Luke’s  Church,  Bustleton . 

25  5o 

29 

St.  James’s  Church . 

686  50 

29 

Church  of  Our  Saviour,  Jenkintown  .... 

'68  33 

29 

Christ  Church,  Pottstown . 

40  50 

29 

All  Saints’  Church,  Lower  Dublin . 

75  00 

29 

Church  of  the  Good  Shepherd,  Radnor. 

2  OO 

30 

All  Saints’  Church,  Lower  Dublin . 

37  00 

3° 

St.  Peter’s  Church,  Phoenixville . 

26  25 

30 

St.  Timothy’s  Church,  Roxborough . 

206  37 

3° 

St.  Luke’s  Church,  Germantown . 

>37  61 

30 

St.  Barnabas’s  Church,  Haddington. .  .  . 

2  85 

3° 

Church  of  the  Nativity . 

38  75 

3° 

St.  Barnabas’s  Church . 

12  40 

3o 

St.  Paul’s  Church . 

139  52 

30 

Christ  Church . 

167  95 

2 

St.  Paul’s  Church,  Doylestown . 

15  64 

2 

St.  Peter’s  Church  (and  $200  for  free  bed) 

519  05 

2 

St.  Mark’s  .Church . 

722  07 

2 

Trinity  Church,  Maylandville . 

28  66 

2 

Church  of  the  Redeemer,  Seamen’s  Miss’n 

3  35 

2 

Christ  Church  Chapel . 

50  28 

3 

Gloria  Dei  Church . 

49  16 

3 

Church  of  the  Evangelist . 

IO  OO 

St.  Thomas’s  Church . 

6  00 

3 

St.  Mary’s  Church,  West  Philadelphia. .  . 

152  25 

3 

St.  Alban’s  Church,  Roxborough . 

7  91 

3 

Chapel  of  Educational  Home.  . . 

21  90 

3 

St.  John’s  Church,  Concord . 

12  OO 

3 

Trinity  Church,  Centreville . 

4  CO 

3 

Church  of  the  Saviour,  West  Philadelphia 

160  00 

3 

St.  Andrew’s  Church,  West  Philadelphia. 

44  OO 

3 

Church  of  the  Holy  Apostles . 

41  42 

3 

Sunday  School  of  ditto,  for  children’s 
ward . 

50  00 
1,022  16 

4 

Trinity  Church,  Oxford . 

4 

Church  of  the  Resurrection . 

20  OO 

4 

St.  David’s  Church,  Manayunk . 

46  06 

4 

St.  James’s  Church,  Kingsessing . 

27  OO 

4 

St.  Paul’s  Church,  West  Whiteland . 

5  68 

4 

Church  of  the  Good  Samaritan,  Paoli...  . 

2  35 

Amounts  carried  forward . 

$7,74i  77 

$11,342  52 


IF.  W.  Frazier,  Jr.,  Treasurer ,  in  Account  with  the  Hospital  of  the  Protestant 

Episcopal  Church.  Dr. 


Dec. 

5 

Amounts  brought  forward . 

To  Church  of  the  Epiphany . 

57,741  77 
668  36 

4  < 

5 

St.  Philip’s  Church . 

78  73 

4  t 

5 

Calvary  Church,  Conshohocken . 

10  25 

“ 

6 

Church  of  the  Crucifixion . 

S  00 

i  t 

6 

St.  Andrew’s  Church,  Mt.  Holly . 

26  00 

l  i 

7 

Church  of  the  Mediator . 

84  00 

t  l 

7 

St.  [ames’s  Church,  Downingtown .  . 

14  oo| 

<  4 

7 

Memorial  Church  of  the  Holy  Comforter 

'5  32 

‘  1 

- 

Church  of  the  Messiah,  South  Broad  st.  . 

4  50 

•  ( 

7 

Calvary,  Monumental,  Church . 

10  00 

<  > 

7 

Free  Church  of  St.  John . 

12  IO 

7 

St.  David’s  Mission . 

3  OO 

<  i 

7 

St.  Thomas’s  Church,  Whitemarsh..  . 

3°  32: 

<  ( 

7 

Sunday  School  of  ditto  for  children’s 

4  4 

7 

ward . 

St.  John’s  Church,  Norristown . 

21  OO 

27  IS 

4  4 

7 

Grace  Church . 

379  11 

7 

Church  of  St.  Matthias . 

69  56; 
1,030  62 

9 

Church  of  the  Holy  Trinity . 

4  4 

9 

Holy  Trinity  Memorial  Chapel . 

70  86 

<  4 

9 

Trinity  Church,  Coatesville . 

I  I  03 

9 

St.  Paul’s  Memorial  Church,  Upper  Provi 

9 

dence . 

St.  Martin’s  Church,  Marcus  Hook . 

6  68 

7  00 

4  4 

9 

Church  of  the  Redemption . 

21  00 

4  4 

9 

Calvary  Church,  Germantown . 

169  73 

4  4 

9 

Church  of  the  Advocate . 

23  8q 

9 

St.  Paul’s  Church,  Chestnut  Hill  (and 

4  4 

IO 

$200  for  free  bed) . 

Zion  Church . 

23  25 

9  27 
85  80 

4  4 

IO 

Church  of  the  Covenant . 

4  4 

1 1 

Christ  Church,  Germantown . 

11832 

4  4 

1 1 

Emmanuel  Church,  Kensington.  .  . 

15  00 

1 1 

Church  of  the  Advent . 

1 1 8  00 

4  4 

1 1 

St.  Jude’s  Church . 

45  9° 

4  4 

1 1 

Holy  Innocents’  Church,  Tacony.  .  .  . 

6  00 

4  4 

1 3 

St.  David’s  Church,  Radnor . 

25  03, 

4  4 

*3 

St.  John’s  Church,  Lower  Merion  .  .  . 

St.  John’s  Church,  Northern  Liberties. . 

61  69 

4  4 

•3 

I  I  21 

‘  ‘ 

r3 

Church  of  the  Redeemer,  Lower  Merion 

76  50 

4  4 

lb 

St.  Stephen’s  Church . 

308  36 

4  4 

16 

Church  of  the  Beloved  Disciple 

8  69 

4  4 

16 

Church  of  the  Atonement . 

100  35 

4  4 

16 

St.  Stephen’s  Church,  Bridesburg.  . . . 

4  25 

4  4 

16 

St.  James’s  Church,  Perkiomen . 

7  00 

4  4 

16 

St.  Andrew’s  Church . 

210  00 

18 

Hospital  Chapel . 

96  00 

*  ‘ 

20 

St.  Paul’s  Church,  Cheltenham . 

190  00 

20 

St.  Stephen’s  Deaf  Mute  Mission. . .  . 

4  85 

4  4 

21 

Ch.  o(  St.  James  the  Less,  Falls  Schuylkill 

65  25 

Amounts  carried  forward . 

$12,129  72^$ 
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ler'  ?'  ■’  Treas™  er,  in  Account  with  the  Hospital  of  the  Protestant 
Episcopal  Church. 


Amounts  brought  forward . 

Sunday  School  of  ditto  for  children’s 

ward . 

St.  Paul’s  Church,  Chester . 

Christ  (Swedes’)  Church,  Upper  Merion. 
Chinch  of  the  Good  Shepherd,  Kensingt’n 
Emmanuel  Church,  Holmesburg _ 

Board  of  Patients . . 

Interest  on  Investments,  General  Fund. 

Grasby  “ 
Chaplaincy  “  .  . 

Estate  Elisabeth  Colhoun,  deceased . 

Theresa  C.  Clapier,  deceased.  . . , 
Anna  M.  Hoskins,  “  on  acc’t. 

“  Eion  Dunbar,  “ 

“  Mrs.  E.  M.  Ebbs, 

Miss  A.  W.  Sager,  “ 

Miss  Susan  Gorgas  to  endow  free  bed . 
of  which  in  bond  and  mortgage  for.  . 

North  Penna.  R.  R.  Co.,  rebate  of  coal 

freight . 

Lehigh  Valley  R.  R.  Co.  ditto. .  .  .  .  .  .  . 
Enterprise  Insurance  Co.,  final  dividend! 


$12,129  72 


10  150 
42  25 
12  11 
10  50 
22  10 


I7>SI4  85 


3.294  14 
300  00 


5,000  00 
2,000  00 


$11,342  52 


12,227  iS 
4,364  60 


21,108  99 
285  00 
2,857  50 
200  00 
3,000  00 
1,801  00 
500  00 


3,000  00 

910  08 
574  96 
21  20 


$62,193  03 


Total 
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M'.  IV.  Frazier,  Jr.,  Treasurer,  in  Account  with  the  Hospital  of  the  Protestant 

Episcopal  Church.  Cr. 


.878.  | 

Dec.  3 1  j  By  Hospital  Expenses . 

Salary  of  Chaplain . . . 

Taxes,  &c.,  on  lots  on  Lehigh  Avenue  and 

Frankford  Road . 

Printing  and  Advertising . . 

Chaplaincy  Fund;  taxes,  &c.,  on  property 
on  which  mortgage  was  foreclosed .... 

Loan  Acc’t,  returned . 

Balance . 


£50,356  74 

1,200  OO 

1,300  8S 

363  75 

1.059  53 

2,000  00 

5-912 13 


Total 


S62.193  03 


Examined,  compared  with  vouchers  and  found  correct, 
in  bank  being  Fifty-nine  hundred  and  twelve  dollars  and 
-13)- 


Balance  in  hand  and 
thirteen  cents  ($5,912 


BENT.  G.  GODFREY, 

Philo,,  Feb.  1,  ’79.  GEORGE  BLIGHT,  '  Auditors. 

CHAS.  C.  HARRISON,  ) 


Rote. — The  gift  of  $1500  by  Mrs.  W.  J.  Kiderlen  in  the  coupons  attached  to  the  Bonds 
received  from  the  estate  of  Mr.  Kiderlen  should  have  been  acknowledged  last  year. 
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The  par  value  of  Investments,  exclusive  of  half  interest  in 
Williamson  farm,  and  lot  on  Lehigh  Avenue,  is  $371,002, 
of  which  the  portion'  unrestricted  is  $36,834. 


LEGACIES  AND  GIFTS  TO  THE  HOSPITAL, 

WITH  CONDITIONS  ATTACHED. 


Charles  Baeder . $3,000 

Estate  of  John  Bohlen .  5,000 

Margaret  C.  Bucknell .  8,930 

Esther  L.  Cooper .  2,000 

Estate  of  Josiah  Dawson .  10,000 

Thomas  Drake .  5,000 

Mrs.  H.  Drayton . . .  *  1,000 

Mrs.  Esther  C.  ITare  . 2,000 

Mrs.  Emma  L.  Horstmann . .  5, 000 

W.  J.  L.  Kiderlen .  61,000 

Mrs.  G.  T.  Lewis  and  Mrs.  C.  R.  King .  3, 000 

Mrs.  Charles  McEuen .  2,000 

Catharine  M.  Moore .  5,838 

Phil.  Contributionship  for  Ins.  of  Houses  from  loss  by  Fire,  &c .  5, 000 

Reading  Railroad  Co .  10,000 

George  Washington  Smith . 25,000 

Mrs.  C.  C.  Stratton . 2,000 

Estate  of  Jessie  George .  10,000 

George  S.  Hamill  (Ground  Rent),  say .  400 

Dr.  C.  R.  King .  5° 

Ladies’  Missionary  Association,  Christ  Church .  500 

A.  Whitney  &  Sons .  25,000 

I.  V,  Williamson,  say .  50,000 

“  “  Half  interest  in  land . 

Miss  Susan  Gorgas . 5>000 

Elisabeth  Ella  Grasby,  say .  46,800 

By  Rt.  Rev.  W.  IT.  Hare .  30,000 

Francis  A.  Lea . 1,000 

Rev.  J.  Irving  Forbes .  15° 

Wilhelmina  Smith .  9>5°° 

#334,168 


Note. — Of  these  Contributions  the  Dawson  ($10,000),  the  George  ($10,000), 
Mrs.  E.  L.  Horstmann  ($5,000),  the  Drake  ($5,000),  Mrs.  Chas.  McEuen 
($1,000),  Chas.  Baeder  ($3,000),  and  Geo.  W.  Smith  ($10,000)  were  given  by 
authority  to  the  Building  Fund. 
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Statement  of  the  Igvestrgepts  of  tfye  Several  Trust  Fuijds  at  their 
Par  Value,  January  1, 1879. 


GRASBY  FUND. 

1 6,ooo  Philadelphia  6%  Loan, 

2,500  Pittsburgh  7%  Loan. 
l,ooo  Pittsburgh  5%  Loan. 

1,000  U.  S.  5-20  Bonds. 

4,000  Bond  and  Mortgage  on  City  Property. 

28  Shares  Philadelphia  National  Bank  Stock, 

Dwellings  No.  129  S.  13th  Street,  Nos.  319,  336,  338  Buttonwood  Street,  and 
No.  419  Dilwyn  Street. 


CHAPLAINCY  FUND. 

$5,000  Bonds  and  Mortgages  on  City  Property. 

$15,000  House  and  Lot  in  Germantown. 

FUND  FOR  INCURABLES. 

30,000  Bonds  and  Mortgages  on  City  Property. 

16,500  Philadelphia  6%  Loan. 

2  Shares  Philadelphia  National  Bank  Stock. 

4  Shares  Farmers  and  Mechanics’  National  Bank  Stock. 


ENDOWMENT  FUND. 

5,500  Bonds  and  Mortgages  on  City  Property. 

25,000  Steubenville  and  Indiana  R.  R.  7  %  Bonds. 

32,625  Ground  Rents. 

Store  409  Arch  Street. 

FUND  FOR  FREE  BEDS. 

$20,000  U.  S.  5-20  Bonds. 

32,000  Bonds  and  Mortgages  on  City  Property. 

61,000  Elmira  and  Williamsport  R.  R.  5  %  Bonds. 

An  Undivided  Half  Interest  in  Twenty  Acres  of  Land  on  Frankford  Road, 
the  Income  to  be  applied  forever  to  the  maintenance  of  Free  Beds. 

■ 

/ 
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PRESSING  WANTS. 


TWO  THOUSAND  DOLLARS, 

For  new  bedsteads,  bedding,  tables  and  chairs  for  forty  female 
patients  in  the  new  wing,  or  one  thousand  dollars  for  each  of 
the  two  new  wards,  at  twenty  beds  a  ward. 

TWO  THOUSAND  DOLLARS, 

For  the  extra  annual  cost  of  the  new  wing,  exclusively  occu¬ 
pied  as  the  Women’s  Department,  to  be  renewed  from  year  to 
year. 

TWENTY-FOUR  HUNDRED  DOLLARS, 

For  the  support  of  twelve  additional  beds  in  the  two  wards 
of  the  new  wing,  or  six  beds  to  each  ward  ;  or  twelve  free 
bed  subscriptions  of  $ 200  each,  or  equivalent  endowments 
therefor. 

These  sums  are  needed  as  soon  as  possible  to  establish  and 
support  the  women’s  ward  in  a  proper  manner. 

TWO  THOUSAND  DOLLARS 

Would  be  gratefully  received  and  at  once  appropriated,  for 
the  proper  painting  of  the  walls  and  ceilings  of  the  new  wards 
and  corridors. 

The  furniture  is  indispensable,  the  painting  is  not  so  much 
needed,  but  is  very  desirable. 

Four  Thousand  Dollars,  therefore,  could  be  employed 
immediately  in  a  most  useful  work,  which  would  speak  for  it¬ 
self,  and  would  be  sure  to  bring  the  contributions  needed  every 
year  for  the  support  of  the  new  wards  in  their  new  dress 
and  new  mission  of  mercy  to  women  and  children. 


FORM  OF  LEGACY. 


I  give  and  bequeath  to 

u  Utjs  Ifospiial  of  ttjq  JProtssinnt  Episcopal  ©Jjurrl),  in 

The  sum  of  Dollars. 


FORM 

»  •  — 

OF  A  DEVISE. 

— - 

I  give  and  devise  to 

“1%  hospital  of  tf$  ^rotestant  JJpisropal  ©fjmtlj,  in 
yijifa&eipijia,”  i^oiq  suttossors  anb  assigns,  aH  iljat 

(Here  describe  the  Real  Estate  intended  to  be  given). 


1 


Officers  of  the  Board  of  Managers. 


PRESIDENT. 

RT.  REV.  WILLIAM  BACON  STEVENS,  D.D.,  LL.D 

708  WALNUT  STREET. 

SECRETARY. 

REV.  JOHN  A.  CHILDS,  D.D., 

708  WALNUT  STREET. 

TREASURER. 

MR.  W.  W.  FRAZIER,  JR., 

101  S.  FRONT  STREET. 

SOLICITOR. 

JOSEPH  B  TOWNSEND,  ESQ., 

709  WALNUT  STREET. 


